Fair 


Partly cloudy with a chance 
of showers today and tonig ht. 
Clearing and warm 
tomorrow. 
Hig h y esterday , 86; 
low, 
59 . 
Hig h today , 85-87 . Low tonig ht, 
60-64. Hig h tomorrow 84-86. T he Cir c leville H er ald 
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i&IHNi III 
Keating Runs Again 


Still Cool on Barry 


Final Figures 
Given on Ohio 
Public Works 


WASHINGTON (AP) - Here! 
are the final figures fo r Ohio 
pro jects, included in the public 
wo rks appro priatio n bill fo r the 
y ear ending nex t June 30. which 
Is awaiting President Jo hnso n’s' 
actio n: 
Co nstructio n—Belleville 
lo cks 
and dam. Ohio and W. Va., $ 16,- 
500,000; Big Darby Creek reser-j 
vo ir, $ 1,000,000; Bur Creek res­ 
ervo ir. $ 73,000; Cleveland Har­ 
bo r. $ 5,000: Cleveland Harbo r, 
i bridge replacement and widen­ 
ing Cuy aho ga and Old rivers,; 
$ 1,800,000; Co nneaut Harbo r, SI,- 
- 
Q K q « 
By THC ASSOCIATED PRESS 
The Chinese want no n-white 
000,000; Deer Creek Reservo ir,) 
Bro adcasts fro m 
Co mmunist peo ple in Africa, Asia and Latin 
$ .m(KK); Lo rain Harbo r, $ 3 OOO,- 
DETROIT (AP) - The 
na- Cuba and Red China 
have been 
America to believe Peking is . 
' ^.r 
nePut>‘ 
L r e 
^ ro o 3 
tio n’s auto industry was a step po uring o ut a to rrent o f advice their o nly true friend. Red Chi- 
Se“ l 
1 B* Keating 
Ohio and W. Va. $ <.539 OOO; Ha- clo ser to a po SSi 
5ie crippling to American Negro es to take to na is try ing to shut the Russians' amlo un 
, t?day t,hn1 be W1 
cine lo cks and dam, Ohio and strike to day with rejectjo n 5y the streets 
in 
armed 
revo lu- o ut o f Asia and take o ver revo - 
, JJ-electio n, 
W. Va., $ 6,200,000; West B ranch; ^ 
United Auto Wo rkers Unio n tio nary vio lence ami even 
guer- lutio nary 
causes - the “natio n- MnVlheld * 
Reservo ir, Ma no n mg River, $ 4,-1^ new co ntract pro po sals 
by rilla war. 
a1 liberatio n mo vement” — in 


Auto Industry 
Nears Strike 


Union Refuses 
To O K Offers 


Reds Urge US. 
Negroes Revolt 


NO FIRE WOOD HERE — Workers of the Ohio Historical Society today beg an cutting the 
remains of the famed l og an Elm into small pieces. According to Charles Pratt, superintendent 
of properties for the OHS, the remains vs ill be ta‘;en to Franklin and Ross Counties. Souv enir 
hunters may obtain a piece of the wood by mak ng application at either of the two historical 
society offices. Workers said the trunk of the tree could not be preserv ed for any g reat leng th 
of time. 


Independent 
Race Hinted 


Kennedy Expected 
To Be His Foe 


NEW YORK (AP) - Repub- 


but 
he still 
suppo rt 
fro m 
Barry 
Go ld water, the party ’s presider 
100,000. 
Planning—Caesar Creek 
Res- 
General 
Chry sler. 
Mo to rs, 
Fo rd 
and 
The Chinese claim Negro vio -, all underdevelo ped areas. 
] tial 00111 inw*- 
lence in America must be en- 
Last week, to co mmemo rate 
‘<Th€ People of New Yo rk are 


Apportionment 2 U .N . A id e s 
Snag Remains K ille d A id in g 


C o n g o R e f u g e e s 


speech 
VV 
Va 
S23 00ft""N o rth'R ra^ h be decided at a meeting o f the 
‘J 
*nd a renegade American was delivered 
by 
“ American a news co nference. 
Knknsinc fiver RM prv« r co t, 
i UAW Internatio nal 
Ex ecutive 
5 ro , Bo l>ert F - Williams, to co mrade Frank Co e,” as Peking 
“ I serio usly do ubt 
that any 
OOO 
Paint 
Creek 
R,.server I Bo ard Thursday in Chicago . 
ca! 
fo r. revo lutio nary 
street 
radio described him. vo ter In New Yo rk wo uld be im- 
c u r l v Reservo ir,, 
vio lence in U.S. cities. 
Co e no ted that Mao ’s deciara- pressed by any lip service 
that 
u n 
T I 
a W 
° 
ITa m irv ta r p f lt^ 1%1 
Fo rd was 
Peking 
has 
enlisted a man tio n was 
widely 
distributed I might give Sen. Co ldwater, o r 
$ 200,000 WiUo w Island lo ck and mar 
ar« et J * and*iq5o 
caIled Frank Co e. A Frank Co e 
amo ng Negro es in the United that he might give men in the 
dam, Ohio and W Va.. i325 OOO;. selected rn 195o and 1958. 
o nce was g Urget Qf a u g ^ 
s u te 
He to ]d the rally Ameri. name o f party unity ” 
Yo ungsto wn, Crak Creek, $ 25,- 
In 
almo st 
identical o ffers ate investigatio n for 
alleged 
can Negro es “ are lie ginning to 
°°°- 
Mo nday , 
the co mpanies 
pro - spy ing o n behalf o f internatio nal; talk mo re 
and 
Survey s — Ashtabula, L a ke 'po sed new three-y ear co ntracts co mmunism. 
He had 
Co unty line to Ashtabula, $ 7,000; fo r mo re than a half 


Senate Leader 
Seeks Solution 


WASHINGTON (AP) — Dem 
erratic Leader Mike Mansfield 
tries to steer the Senate aro und 
LEOPOLDVILLE, 
the Co ngo o n the unstable pro tectio n of 
the sho als o f legislative reap- 
(AP)—Two French U.N. o fli- Co ngo lese go vernment fo rces 
po rtio nment to day w i t h his 
cials wo rking with refugees m 
The death o f the two o fficials 
bo pe^ 
fo r 
adjo urnment 
this 
rebel territo ry in the eastern cause<* 
sho ck 
and 
dismay 
week near the vanishing po int. 
Co ngo were killed Mo nday , the amo n6 
letters and staff o f 
The effo rt to thwart the feder- United Natio ns anno unced to - V1* internatio nal o rganizatio ns 
in Geneva and in New Yo rk. 
In Leo po ldville, tile Co ngo lese 


Keating will be up fo r reno m 
mo re 
abo ut (natio n at a meeting o f the Re- 
mi lHrtn $. • 
. 
***” 3 arme<i self-defense. abo ut fight- publican State Co mmittee nex t 
n 
u 
d 
I 
. 
, 
miuio n high-paid secretary 
o f the Inter- ing fo r freedo m by any means 
Mo nday 
U S 
Atty 
Gen 
Ro b- 
Cuy aho ga River $ 51,000; Cleve- pro ductio n line wo rkers, callum natio nal Mo netary Fund in the necessary , abo ut guerrilla war. en F Kennedy has stro ng back- 
land Harbo r, drift remo val, $ 10,- fo r higher wages, earlier retire- late 1940s. 
fare and civil war ” 
siro nB nae! 
OOO; 
Iro nto n, $ 15,000; Ho cking ment and larger pensio ns. 
j USf a vear ag0 china’s Mao 
ing fo r the Senate no minatio n 
Peking bro adcasts call upo n at the Demo cratic state co nven- 
River, $ 24,00°; U ke Erie CMst,| 
The pro po sals — to replace Tze-tung issued a declaratio n Chinese-o riented Co mmunists in tio n SeptT 
o mo , ra ., and N.Y., $ 45,WX); agreements ex piring at the end urging “the wo rld's peo ple” —- the 
United 
States 
------ 
seize 


a1 co urts — and a co unter fill 
day . 
buster by a band o f liberals - is 
The men. Jean Plicque, 33, o f 
certain to be at the to p o f the the Internatio nal 
Labo r Or gam c<*n*rai go vernment appeared 
to 
Agenda when Ma 
int o th -j zatio o , and Franco is Pre no s i, 
^ ro unding 
up white 
pilo ts to 
er 


IT ww ■%. *» - 
•>-•* - - * * 
“n -* * 
* '*• .* 
mw 
' n * ii awa 
a t i 
v t 3, 
n i j x* 
iv f u r n 
t 
•% 
lative matters with 
President while visiting a refugee 
camp 
“1-v ^ w as s idin g to assist In surance 
Jo hnso n. 
! threatened by C o rn rn u n is t- 
*‘gbl against tile rebels. 


Insurance 


Executive 


Under Probe 


co ngressio nal leaders 
ho hi 43. o f the UN. High Co mmis- ?.y ^ 
Bl^ bght bo mbf rs the 
r m 
itviottc 
<u, u *ad \ 
i 
; co ntract 
it weekly dtscussi «*n o f Ie; a sam fo r refugees, 
were killed * n! ' I s -1 
anno unced 
Mo n- 
COH MBI S, Ohio 
In-, Appro ach. 


In turn, a Fo rd spo kesman o b- its ideo lo gical war with the So - with the 
use 
o f 
served: "This makes the situ a-|v*et Co mmunists. 
American cities, 
tio n very serio us.” 
Wo rkers at all three co mpa 
flies 
are 
participating 
in 
strike-autho rizatio n vo te which 
is ex pected to gain o verwhelm­ 
ing appro val. 
Such a mo ve is custo mary as 
ex piratio n 
deadlines 
WASHINGTON (AP) - S ecret Rights Act is the law o f the land 


u Treasury Chief Favors 


Tax Reduction Next Year 


iA 
u 
In J961* bo th sides agreed to a Dillo n came o ut flatly to day fo r allegiance to the rule o f law and 
said to day he will ask a grand week s 
ex tensio n 
o f the 
G M 
— 
--------* 
-> 
* 


tary o f the Treasury Do uglas and sho uld be enfo rced, asserts 
Dillo n came o ut flatly to day fo r allegiance to the rule o f law and 
so me ex cise tax reductio n nex t urges reso rt to the co urts rather ter’s ' reco rd 


Indicating he wo uld nm Lnde- 
o f the natio nal ticket, 
declared: 
no t be a party to any 
deals and do no t intend to trim 
j my sails to win the backing o f 
any individual o r o rganizatio n 
that do es no t suppo rt me o n my 
reco rd.” 
The 
anno uncement 
ended 
weeks o f speculatio n abo ut what 
ro ad 
the 64-y ear-o ld, silver- 
haired lawy er fro m 
Ro chester 
wo uld cho o se. 
“The peo ple o f New Yo rk are 
aware o f the deep differences 
between Sen. (B arry ) 
Go ld wa- 
and 
**— 
*. m m m o n ^ 
^ 
■" 
^ 
^ 
2 
, “ 
, 
^ 
',3 3 
^ 
^ 
^ 
' 
r 
n 
;„a„ th . ^ 
^ 
-1 
« S * . S . ^ 
I fro m Bu 
and the transfer o f a paratro o p- . 
IAUU“ U 
, 
‘ 
reacneo o n a new pact six no urs president Jo hnso ns chief eco - Uo n o f civil rignts. 
| 
• 
nmni 
Aid 
iutho nzatian. 
a 
prio rity : vince. abo ut 25 miles 
measure, la caught directly in j kavu. 
^ de ta c h m e n t which acco mpa-; agen( 
h 
o lanned to hire 
the Senate en — fire 
The I N 
anno uncement said' med f(M1f huge transPo rt P,arM* 
i - 
■ - 
™ 
* 
T o il, Sea, Everett HL. Dirksen the two died while 
investigat 
to ^ 
C 
V 
m 
g 
o 
^ 
by 
o f Illino is, the Republican lead-: mg repo rts o n planned reprisals 
as 
the beginning o f a 


« r, has attached his pro po sal to |» 8*m st certain refugees in the J .alted 
State* 
mtervenUo D 
delay 
co urt-o rdered 
reappo r* 
camp. 
Repo rts 
fro m 
Bukavu 
y ; 
bo n merit of state legislatures cm 
^aid the two o fficials 
planned Pravda said 
Washingto n 
is 
the basis (rf di-Hricts that are 
to advise Watusi refugees fro m o penly flo uting” United Natio ns 
aubstantiaDy equal in po pula- 
Rwanda to stay away fro m po ll- 
reso lutio ns. 
lio n. 
tics and no t to jo in Co ngo lese i 
Several white mercenary air- 
Man>fn*ki 
who has said h e’ rebel fo rces retreating fro m the men who o nce fo ught fo r seres- 


taking ex ammatio ns fo r three befo re the strike deadline. 
Asked 
whether 
I Licenses of all fo ur insurance w’o uld 
agree 
men have been suspended, Mo r­ 
ris said. The charge to be in­ 
vestigated wo uld be co nspiracy 
to vio late state insurance laws. 
He said Paul W. Shaffer, 30. 
o f Co lumbus, district manager 
o f R e l i a n c e Insurance Co , 
Philadelphia, 
was 
accused o f 
taking multiple - line ins'uranee 


, 
, 
* a 
i 
I. i, 
. 
„ 
. s zo na, is the Republican presi 
no mist suggested that the go v-! 
H ellers repo rt to the co mmit- 
rarvHAat* 
the 
unio n ernment subsequently 
co nsider ttv was built o n a new o fficial 
„. 
. 
. ‘ 
to a similar 
ar- feeding back part o f its rising estimate that to tal o uput — 
tile 
serio usly 
do ubt that any 
is time, CAW Vice tax revenues to the states. 
gro ss natio nal pro duct — 
will 
vo TeT m 
o rk wo u^ 
^ 
The pro po sals were delivered climb to a reco rd annual rate o f imPJTSse<1 
any lip service I 
to 
the 
Demo cratic 
platfo rm $ 640 billio n in the J anuary -April 
i iwato r o r 
co mmittee, ho lding o pen hear-? quarter (rf nex t y ear. It was last' 
<Co ntinu« d 
ob Page Two ) 
ings preparato ry to nex t week’s repo rted at $ 618,5 billio n, in the n 
I I 
natio nal co nventio n in Atlantic April-June quarter. 
l \ 6 - C n t T Y 
l C S t 
With all the price increases o f 


range ment this 
President 
Leo nard 
Wo o dco ck 
to ld newsmen: “ Our peo ple in 
the plants are o ppo sed to it.” 


Roy Rogers7 


. l i n t 
ft 
* | 
| 
doubts the 
co nstitutio nality 
o f Bukav u area toward the camp, siornst Katanga prov ince ag ainst ex ammations for three ag ents. [ 
h 
| M 
A m 
O n f l 
Dirksen - pro po sal. w» *nt ai « n: 
Officials said a IT.N, party un the I nit(» d Nations are back in 
The tests were g iv en last month 
I I I N / 
N^ 
, 
lei Co ngo lese army and po lice th* Co o fo . 
I in T o l e do , 
Co lumbus 
and! 
a # » h 
. 
ave \o w» -d a fig ht to the fin- pro tectio n was en 
time they are serving the Yo ungsto wn. 
X 
K i I I 
uh. 
camp to try and 
reco ver the Co ngo lese 
central 
go vernment1 The agents ho lding licenses to ’ v 
■ V l l l w v l 
What the Demo cratic leader 
two bo (lies- against a Co mmunist backed re- 
sell life insurance were identi 
wants the Senate to do no w 
he 
tile withdrawal o f U.N. hellio n rn the eastern Co ngo . 
fied as Cly de F. Fo nts. 34. o f 
said Mo nday , is to put lo ggia 
tro o p* fro m 
the Co ngo , 
U N. 
five appo rtio nment aside lo ng civilian o fficials have depended 
eno ugh to turn to o ther matters, j 
“ 
Still, he will keep the fo reign 
aid bill and its tro ubleso me rid - 1 
er the pending business the re­ 
mainder o f the week. Unless the 
rider is accepted, he to ld Demo ­ 
cratic senato rs in a co nference; 
Mo nday , the Senate will be re­ 
called after nex t week's Demo -j 
cratic Natio nal Co nventio n and 
will “remain in sessio n until w*e 
finish what we have to do .” 


_ 
SAN CLEMENTE, Calif. (AP) 


A sinai I gro up o f mercenaries nearby Westerville, and Herbert 
po rs<!ns’ l0C,uding ,!he 


Hoffa Plans 


To Appeal 


Conviction 


ado pted daughter o f acto rs Ro y 
Ro gers and Dale Evans, were 
killed and abo ut 40 o thers were 
injured when a bus carry ing 65 


who came here fro m Jo hannes-;®* 
42, and Ralph D. 
burg. So uth Africa, waited fo r Wright, 43, bo th o f Hamilto n, 
three weeks in a Leo po ldville 
Shaffer, who ho lds a multiple- 
bo tel fo r a call fro m their o ld lf* « « *« . said he wanted to u'Jur™ wne" » Dus 
' ? 
, 
' 
■ 
. c “ } 
} 
1 
a HH 
t/, his 
church m©mbt» rs crashed head- 
chief, Mo t se Tsho rnbe, Co ngo - 
to hls o fflce- o n 
into seven o ther vehicles 
lese premier and the ex -presi-1 -» o rr,5» ex plained. 
virmHav 
dent o f Katanga. 
I 
t1h> superintendent said t h e |™ ;“ “y * 


AU but two had disappeared; f ’ta1^K ,at'|0n ilJ <‘l!ular'tJes co m* 
fro m their ho tel ro o ms Mo o d. J 
d5 ,Dg 
<* 
US. go vernment o fficiaLs /e. o ther Shaf er activities 
leased a cry ptic statement sa y 
A franklin County g rand jury 
* 
recently 
indicted 
Shaffer 
o n 


City , N J. The ideas 
seemed 
certain to beco me planks in the 
the past do zen y ears screened' 
U 
. ' L 
n 
u 
. 
party ’s 1964 platfo rm. 
o ut, Heller said, the 5 per cent W O O G 
D y 
INOC K C I 
Chairman Walter W’. Heller o f average annual increase in real 
- . . . . o - o ,C1 
the President’s Co uncil o f Eco o utput in the Kenno dy -Jo hnso n 
W ALLO! b ISLAND, \ a (AI > 
no m ic Adv isers o ffered a sug 
term “has nearly do ubled the *7 
hco ut ro cket sho t into tile 
*n which ax e tad AV ah mo re average annual gains o f 2 to 3 s 
e a y 
ay 
“ a lest °f 
tile 
interest amo ng the co mmittee per cent reco rded during 
members. 
After presenting 
a Republican y ears.” 
glo wing repo rt o n the 42-mo nth 
Richardso n, the Geo rgian who 
business ex pansio n — which he disclo sed tile civil rights mo ve, 
said has reversed “the sliming to ld a repo rter that the pro - 
eco no mic trend” which set in po sed plank was submitted to ' 


cial 
shielding 
materials 
de­ 
signed to pro tect manned space­ 
craft fro m the intense heat o n 
re-entering the earth’s atm o s­ 
phere. 
A spo kesman o f the Natio nal 
during Republican rule—Heller Frederick G i> 
itiv ei Aei 
no ted that federal revenues will; directo r o f the platfo rm co m- Stratto n 
said 
the 
launching 
be increasing annually by so me- mitt ce, and several key mo m- <*ame 
“with go o d results.” 


, mg “ co ntract pilo ts” wo uld fly 
" 
T 
* 
- - - - - - - 
u " I traffic 
CHICAGO (AP) — The chief Wo rld War n B26 lmht bo mbers charges ^ S taining mo ney by • 
co unsel o f Jam es R. Ho ffa say s 
he 
will 
appeal 
the five-y ear 
priso n term given the Team­ 
sters Unio n president o n a mail 
fraud 
and 
co nspiracy 
co nvic­ 
tio n. 


o n lo ng-range spo tter missio ns 
“ to help assure Co ngo lese inter­ 
nal security .” 


fraud. He was accused o f o b- 


thing like $ 6 billio n if the busi- hers. 
Highway patro l o fficers said ne*s uPsur Ke is sustained. 
a fro nt tire o n the church bus 
sa' 
a pro dwttio n rise o f 
blew o ut, causing the vehicle to ^ ar*> >150 billio n in the fo ur 
• center line o n Kennedy -Jo hnso n y ears will ex - 
into o nco ming cet>d eco no mic gains o f the en­ 
tire eight-y ear Eisenho wer ad­ 
ministratio n. 
W’hile 
the 
administratio n 


careen acro ss the center line o n 
busy U.S. 
101 
Barry Maps 


Massive T V 


cials 
had 
made 
no secret o f 
their reluctance to have mer- 
Maurice Walsh, Ho ffa’s chief | cenaries 
fro m 
So uth Africa 


Badly I njurcd Painter 


Is Back on Old Job 
CAMDEN. N J 
(AP) - Ar- 
thanato s (io ugo bs. 30. was tak­ 
en fro m • 
ranklin 
------ 
— — 
—« . —. ■ 
M , 
Bridge 
acro ss 
the 
Delaware 4,tb>iney , said he wo uld ap)>eal fly ing planes given to the Co ngo I 
D I N m FIC 
River three y ears ago with bo th the senlenct* and ask fo r a nt‘w by the United States. 
\ - U J 
I Nj I 1 3 
legs, an arm and his back bro - 
within the 10-tIty perio d a§ - 
tablished 
Mo nday 
by 
Judge 
^ 
, 
Richard B. Austin o f U.S. Dis- 
He was painting 45 feet abo ve J trict Co urt 
the ro adway when he lo st his 
balance ami fell. He was o ut o f 
wo rk fo r three y ears. 


He is bick slapping psm! o n sai(j 
term wo uld be served J 
..... ....... .................. 


Abo ve the ro ad 
! y ear priso n sentence impo sed in S G I I Q tO r L l t C T o l l y 
Is he afraid he wdl fall again .chattano o ga, 
Ten., 
fo r 
jury ! - . 
. 
. 
tamfiering. Ho ffa has appealed L l v i n O 
Ifl O f I I CG 
the co nvictio n, 
j 
Judge Austin sentenced Ho ffa 


Officers said the bus was 21 
tain in 
* loan nil the ^shell If y ears old and had no emerg ency 
v >riue 
u>e administration 
____________. 
taming a loan on the shiU of 
carrv inc 65 mom- 
sP°k^smen were pointing with I Q 1 X 1 0 0 1 0 1 1 
a wrecked car and later collect-lr111* 11 )v as fJ an7 !ng 
, 0 1 . pride to the economic record a 
* 3 11 
„ 
.. 
„ 
.inc from 
an 
insurance com- ****** of th<* disciples of Christ 
economic record, a 
ws 
Earlier, U.S. 
Embassy o ffi-: 
** 
f 
reo o rted lo ss o f the c ba pel o f the Cany o n Church o f >**bind-the-scenes effo rt was un 
WASHINGTON (AP) — Sen. 
uls 
had 
made 
o f 
Cano ga Park, Calif., and was 
*r way aimed at avo iding a Barry Go ldwater’s advisers are 
‘____________ 
I six miles south of San Clemente,, 
fJ'*! I mapping a massiv e telev ision 
near San Onofre Bridg e, when a 
! front tire blew . 


Twx ) of the fo ur stages o f the 
Sco ut ro cket were to launch the 
370-po und pay lo ad to an altitude 
o f 130 miles. 
TI I en the upper stages were 
to send Hie pay lo ad whipping 
back into the atmo sphere at a 
velo city o f up to 19,000 miles an 
ho ur. 


rights plank in the party plat­ 
fo rm. 


Judge Austin sentenced Ho ffa. 
'51, to fo ur co ncurrent five-y ear 
terms and fined him $ 10,000. He 
i 
the same bridge no w, 3S2 (eel | a(ter ||o ffa finjshe, an 


by the United States. 
The o fficials were aware o f 
the antago nism aro used in Wack 
Africa by So uth Africa’s race 
po licies. They also remembered 
the o uter)* when Tsho mbe hired 
white fighters to maintain his 
secessio nist state. 


New Hospital 


Building Bill 


LBJ Plans Party 


For All Solons 


_ 
WASHINGTON (AP) — Presi- 
TW. children o n tile church 
Spo nso red by So utherners the 
m o veL n U ieiace tw the dent Jo hBM,n *»>«■ <« l*y •* Witt 
Ie.- died. One was Debo rah Lee rtvU_righta mo ve » i> disclo sed whlU. Ho u 
give a party Wednesday to va- 
lute all members o f Co ngress— 
btrfh Demo irats 
and 
Republi- 
1 cans — ami will ho ld a lengthy 
i co nference Saturday with Dem- 


campaign, and keeping it flex i­ 
ble to co unter any majo r Demo - 


by Ro bert R 
Richardso n, an 
Go Jdwater >ide, lke ic M 
Atlanta lawy er _a.-rv.ng o n th.- day ,ht. plan> ,K.mK d„ td 
, 
Ro gers, 12, a Ko rean, ado pted 
daughter o f Ro gers and Miss 
Evans, his wife. The o ther wras 
Debo ra’s friend, Jean Russell,, , , 
, 
, , 
. 
. 
i . . 
—— 
^ 
ll. daug hter of Mi 
and Mr. 
f**1** l'lank h» ‘ •*» » ‘ Remitted „ jf , 
|0 
M u n ocratw g ov ernor. 


platfo rm co mmittee, He to ld 
reix irter that a pro po sed civil fo r a bro adcasting effo rt they 
said will co st abo ut $ 4.5 millio n. 


'No , I never think abo ut it.* 


Italian Chief Better 
ROME (AIM —• President An 
and six co defendants Mo nday o n 
to nic Segni’s do cto rs repo rted co nvictio ns (rf mail fraud and 
a slight impro vement in his eo n- co nspiracy July 26, stemming 
ditio n to day . They said he had fro m a scheme to fraudulently 
co me o ut o f his co nia o ccasio n o btain mo re than $ 25 millio n 
ally and taken fo o d by mo uth. 


Keeping Score 


On The Rainfall 


K amfall fo r 24 Ho ur Perio d 
flu tin g at S a 
rn 
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N o rm a l fo r Vug. to (lair 
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Actua l fo r Vug. lo daw? 
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Art uh I Sta rr J a n u a r y I 
, IU 42 
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Ki\« ?r (l**?l) 
...................... 
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S unrise 
........................... 
. 
5 : IS 
ffUAset 
.................... 
. t i l l 


WASHINGTON (AP) — Sen. 
William Pro x mire, 
D Wis., 
is 
living in his o ffice. It’s no t just 
the pre.ss o f wo rk, ho wever. 
Pro x mire rented o ut his two - 
sto rv Washingto n ho use abo ut a 
Teamsters pensio n m°nth 
ago 
when 
his 
family 
1 mo ved back to their Madiso n 
ho me. 
Ex cept fo r weekends back in 
Wisco nsin where 
he 
is 
cam­ 
paigning fo r a seco nd six -y ear 
term, he sleeps o n a co uch in 
his suite in the new Senate Of­ 
fice Building. 


j Ro bert 
Russell 
o f 
WASHINGTON (AP) - Pres!- Hills, Calif. 
dent Jo hnso n 
signed 
to day 
a 
The o ther six dead were all in 
$ 1.4-billio n ho spital co nstructio n; o ne statio n wago n. They were 
and 
mo dernizatio n 
bill. 
and! Margaret Buss Armjio , 20, 
of Po sltitJ'n 
hailed the present Co ngress as Albuquerque, 
N M,; 
her chil 
a “better health Co ngress.’* 
dren, Jo Ellen, 16 mo nths, and ^ Q t c l l l t C V i d e o 


Granada 
so me members o f his co m­ 
mittee, 
He declined to make it public, 
but said it basically takes the 
that 
the 
1964 
Civil 


tin* end o f September, 
Republican 
Natio nal 
Chair­ 
man Dean Burch has estimated 
the Demo crat! will spend mo re 
than $ 8 millio n o n 
President 
Jo hnso n's televisio n campaign. 
The Co ldwater fo rces are lay *) 
ing o ut a campaign plan that 
will include filmed and taped 
televisio n 
pro grams, 
bo th 
re- 


Jo hnso n no ted that he had in­ 
vited Republican go verno r- to 
the White 
Ho use 
earlier 
thL 
vear, wiien they gathered here 
fo r a party meeting, and said, 
“ unfo rtunately they 
were no t 
able to co me,” 
But Jo hnso n said he hope* to 
meet with all go verno rs — “ and 
o f te n ” 
The President said Saturday 's 
sessio n will deal with the de- 


fro m 
the 
fund. 
Pro secuto rs said appeal pro ­ 
cedures co uld fo restall impris­ 
o nment fo r Ho ffa fo r as lo ng as 
two y ears. 


glo ttal and natio nal, a handful o f 
JACKSONVILLE, 
Fla. 
(AP) majo r live appearances cm na- 
, 
^ 
, , , 
, , . 
, 
— A space co mmunicatio ns ex 
tio nwide 
televisio n, 
and 
brief ve f,rnff*^. 
fecieral state rt- 
pert say s it is po ssible to use o f spo t anno uncements o n bo th ra- 
a 
satellite 
to 
blanket 
No rth dio and televisio n. 
t'o ns, the impact of defense and 
space pro grams and eco no mies, 


Tax Aide Is N am ed 
CINCINNATI 
(A P)—Paul 
F 
Niederecker has been named as­ 
sistant district directo r o f the 
Internal 
Revenue Service fo r 


If Pro x mire is re-elected, an ho spitals 


Jo hnso n signed the five-y ear j Jo seph, 6 mo nths; her mo ther, 
ex tensio n o f the Hiil-Burto n Act; Marie Huss, 50, o f Fallbro o k,I 
. 
F 
• 
• 
J 
in the presence o f a large dele 
Calif., and her sisters, Susan, j t O t l O n 
En VISIODCd 
ga tio n fro m Co ngress 
and 
o f 22, and Catherine, 15. 
go vernment o fficials wo rking i 
n 
--------------------------- 
Hie field o f health. 
C h icago Suburb Hit 
The President said the peo ple B 
_ 
o f 
thi*- 
co untry alway s have 
C o n t i n u e d Strife 
_____ 
been great ho spital builders, hut 
DIXMOOR, IU, (AP) 
— Hi* America with o ne televisio n sta* 
One Co ldwater adviser said 
effort' to cr* ate jo bs, and o p- 
that many o f the ho spitals, par 
cial vio lence flared fo r a seco nd tio n at a co st o f $ 30 miUio n, the 
televisio n 
campaign will po rumB’7s affo rded by 
ticularly in the larger cities, time 
in 
tills 
Chicago suburb co mpared to the $ 500 millio n a build in intensity as the electio n 
are o bso lete and o ut o f date. 
Mo nday 
night, 
but 
heavily full netwo rk co sts. 
nears. 
He said the bill will “ help us armed po lice put do wn die dis-' 
Geo rge S. Shaw, senio r vice 
Go ldwater’s men do no t be­ 
get started o n that lo ng o verdue I turbanee with o nly mano r dam- president and co fo under o f Ra- lieve that 
President 
Jo hnso n 
diatio n Inc., o f Melbo urne, Fla., will agree to face to face carn- 
thein i sail Mo nday , “ A co nimunica 
paign debates. 


health 
grams. 


to pro mo te educatio n, 
and 
mass-transit pro - 


jo b” 
o f 
mo dernizing 
ex isting age and injuries. 
Fo rty 
perso ns, 27 o f 
aide said, his family will return; 
The bdl ex tends the lo ngtime white, were arrested. Mo st were tio ns satellite in sy nchro no us, o r 
At his news co nference Satur- 
to the capital at the end o f the pro gram o f federal aid fo r ho s- 
y ear. 
J pital co nstructio n, kno wn as the 
Meanwhile, 
“ he 
gets 
a 
lo t Hill-Burto n Act, with the addi- 


Jack:e C o m in q Home 
PORTO ERCOLE, Italy (AP) 
—Mrs, Jo hn F. Kennedy plans 
charged with diso rderly co nduct; apparently statio nary , o rbit can day the President turned aside to end her va ca Uo n o n tile Ar 
o r inciting a rio t. Two perso ns beam a televisio n signal which a debate questio n with “ we will gentario 
Peninsula Wednesday 
were injured as ro ck thro wing j ha* been relay ed to it fro m a | "et 
into that after o ur co rn i n- to start 
her trip back to the 
po lice 
to ur ce* 
the 41-co unty So uthern Ohio Dis 
trict. He started his IRS career mo re do ne this wav,” the aide) tio n o f aid fo r mo dernizatio n o f Negro es made a target o f pass-'gro und so urce and pro vide co n -j io n when w'e make a decisio n in I United 
in 1949, 
j said. And he also saves a buck, i o lder ho spitals. 
ing vehicle. 
j tinuo tis pro gram s.” 
‘tile m atter.” 
States, 
said to day . 


Fair 
Partly cloudy with a chance 
of showers today and tonight. 
Clearing and warm tomorrow. 
High yesterday, 86; low, 59. 
High today, 85-87. Low tonight, 
CO-64. High tomorrow 84-86. 
T he Circleville Herald 
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NO FIRE WOOD HERE — Workers of the Ohio Historical Society today began cutting the 
remains of the famed l ogan Elm into small pieces. According to Charles Pratt, superintendent 
of properties for the OHS, the remains will be taken to Franklin and Ross Counties. Souvenir 
hunters may obtain a piece of the wood by mak ng application at either of the two historical 
society offices. Workers said the trunk of the tree could not be preserved for any great length 
of time. 
Apportionment 2 U .N . A id e s 
Snag Remains 


Senate Leader 
Seeks Solution 


WASHINGTON (AP) — Dem­ 
ocratic Leader Mike Mansfield 
tries to steer the Senate around 
the shoals of legislative reap­ 
portionment today w i t h his! 
hopes 
for 
adjournment 
this 
week near the vanishing point. 
The effort to thwart the feder­ 
al courts — and a counter fili­ 
buster by a band of liberals — is | 
certain to be at the top of the 
agenda when Mansfield an i ach «j 
er congressional leaders ho’d 
their weekly discussion of Ie; a 
lauve matters with President 
John SOQ. 
Johnson * $3 3 billion foreign 
aid 
authorization, 
a priority 
measure, is caught directly in 
the Senate cross-fire. 
To it. Sen. Everett NI. Dirksen 
of Illinois, the Republican lead­ 
er. has attached his proposal to 
delay 
court-ordered 
reappor­ 
tionment of state legislatures on 
the basis of districts that are 
substantially equal in popula- j 
tion. 
Mansfield, who has said he 
doubts the constitutionality of 
Dirksen s proposal, went along 
with it. The liberals, who refuse 
to. have vowed a fight to the fin-j 
Ash. 
What the Democratic leader 
wants the Senate to do now, he 
said Monday, is to put legisla­ 
tive apportionment aside long 
enough to turn to other matters, j 
Still, he will keep the foreign 
aid bill and its troublesome rid- j 
er the pending business the re­ 
mainder of the week. Unless the 
rider is accepted, he told Demo­ 
cratic senators in a conference 
Monday, the Senate will be re­ 
called after next week’s Demo­ 
cratic National Convention and 
will “remain in session until we 
finish what we have to do.” 


K ille d A id in g 


C o n go R efugees 


LEOPOLDVILLE, the Congo 
(AP)—Two French U.N. offi­ 
cials working with refugees in 
rebel territory in the eastern 
Congo were killed Monday, the 
United Nations announced to­ 
day. 
The men. Jean Plicque, 33, of 
the International Labor Organi- j 
zation, and Francois Preziosi, 
43, of the I N. High Commis­ 
sion for refugees, were lulled 
while visiting a refugee camp 
threatened by C o m m u n is t-: 
backed rebels 
in Kivu Pro­ 
vince. about 25 miles from Bu-j 
learn. 
The U N. announcement said 
the two died while investigat­ 
ing reports on planned reprisals1 
against certain refugees in the 
camp. 
Reports from 
Bukavu 
said the two officials planned 
to advise Watusi refugees from 
Rwanda to stay away from poli-j 
tics and not to join Congolese I 
rebel forces retreating from the 
Bukavu area toward the camp. 
Officials said a U.N. party un 
der Congolese army and police 
protection was en route to the 
camp to try and recover the 
two bodies. 
Since tile withdrawal of U.N. 
troops from the Congo, U.N. j 
civilian officials have depended 


Badly Injured Painter 
Is Back on Old Job 
CAMDEN, N J. (AP) - Ar- 
thanasios Gougolis, 30, was tak­ 
en from the Benjamin Franklin 
Bridge 
across 
the 
Delaware 
River three years ago with both 
legs, an arm and his back bro- j 
ken. 
He was painting 45 feet above 
the roadway when he lost his 
balance and fell. He was out of 
work for three years. 
He is back slapping paint on 
the same bridge now, 382 feet 
above the road. 
Is he afraid he will fall again 
“No, I never think about it.” 


Italian Chief Better 
ROME (AP) — President An­ 
tonio Segni’s doctors reported 
a slight improvement in his con­ 
dition today. They said he had 
come out of his conia occasion­ 
ally and taken food by mouth. 


Keeping Score 


On The Rainfall 


Rainfall fo r 24 Hour Period 
fending at 8 a. rn. 
. . . . 
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Hoffa Plans 


To Appeal 


Conviction 


CHICAGO (AP) — The chief 
counsel of James R. Hoffa says 
he 
will 
appeal the five-year 
prison term given the Team­ 
sters Union president on a mail 
fraud and conspiracy convic­ 
tion. 
Maurice Walsh, Hoffa’s chief 
attorney, said he would appeal 
the sentence and ask for a new 
trial within the 10-day period es­ 
tablished 
Monday 
by 
Judge 
Richard B. Austin of U.S. Dis­ 
trict Court. 
Judge Austin sentenced Hoffa, 
51, to four concurrent five-year 
terms and fined him $10,000. He 
said tile term would be served 
after Hoffa finishes an eight- 
year prison sentence imposed in 
Chattanooga, 
Ten., 
for 
jury 
tampering. Hoffa has appealed 
the conviction. 
Judge Austin sentenced Hoffa 
and six codefendants Monday on 
convictions of mail fraud and 
conspiracy July 26, stemming 
from a scheme to fraudulently 
obtain more than $25 million 
from 
the 
Teamsters pension 
fund. 
Prosecutors said appeal pro­ 
cedures could forestall impris­ 
onment for Hoffa for as long as 
two years. 


on the unstable protection of 
Congolese government forces 
The death of the two officials 
caused 
shock 
and 
dismay1 
among the leaders and staff od 
the international organizations 
in Geneva and in New York. 
In Leopold Ville, the Congolese 
central government appeared to j 
be rounding up white pilots to 
fly the B26 light bombers the 
United States announced Mon­ 
day it was sending to assist in 
the fight against tile rebels. 
j 
The U.S. donation of aircraft 
and the transfer of a paratroop-! 
er detachment which accompa-l 
med four huge transport planes 
to the Congo was described by 
Pravda as “the beginning of a j 
United States intervention in 
that country.” 
Pravda said “ Washington is 
openly flouting” United Nations! 
resolutions. 
Several white mercenary air­ 
men who once fought for seces­ 
sionist Katanga province against 
the United Nations are back in 
the Congo. 
This time they are serving the 
Congolese central government 
against a Communist-backed re­ 
bellion in the eastern Congo. 
A small group of mercenaries 
who came here from Johannes­ 
burg, South Africa, waited for 
three weeks in a Leopoldville 
hotel for a call from their old 
chief, Moise Tshombe, Congo­ 
lese premier and the ex-presi­ 
dent of Katanga. 
All but two had disappeared 
from their hotel rooms Monday. 
U.S. government officials re­ 
leased a cryptic statement say­ 
ing “contract pilots” would fly 
World War II B26 light bombers 
on long-range spotter missions 
“to help assure Congolese inter­ 
nal security.” 
Earlier, U.S. Embassy offi­ 
cials 
had 
made 
no secret of 
their reluctance to have mer­ 
cenaries 
from 
South Africa 
flying planes given to the Congo 
by the l Tnited States. 
The officials were aware of 
the antagonism aroused in black 
Africa by South Africa’s race 
policies. They also remembered 
the outcry when Tshombe hired 
white fighters to maintain his 
secessionist state. 


Final Figures 
Given on Ohio 
Public Works 


WASHINGTON (AP) - Here, 
are the final figures for Ohio 
projects, included in the public; 
works appropriation bill for the 
year ending next June 30. which' 
is awaiting President Johnson’s 
action: 
Construction—Belleville locks1 
and dam. Ohio and W. Va., $16,- 
500,000; Big Darby Creek reser­ 
voir, $1,000,000; Bur Creek res­ 
ervoir, $73,000; Cleveland Har­ 
bor, $5,000; Cleveland Harbor, 
bridge replacement and widen 
ing Cuyahoga and Old rivers,! 
$1,800,000; Conneaut Harbor, SI,-1 
000,000; Deer Creek Reservoir,. 
$500,000; Lorain Harbor, $3,000,-j 
OOO; Pike Island locks and dam,! 
Ohio and W. Va., $7,539,000; Ra- j 
cine locks and dam, Ohio and 
W. Va., $6,200,000; West Branch 
Reservoir, Mahoning River, $4.- 
100,000. 
Planning—Caesar Creek Res­ 
ervoir, $150,000; East Fork Res-: 
servoir, $150,000; Empire, $25,-1 
OOO; Fremont, $130,000; Hanm-1 
bai locks and dam. Ohio and1 
W\ Va., $23,000; North Branch 
Kokosing River Reservoir, $99,- 
000; 
Paint 
Creek 
Reservoir, 
$116,000; Salt Creek Reservoir, 
$200,000; Willow Island lock and 
dam. Ohio and W. Va., $325,000; 
Youngstown, Crak Creek, $25,- 


o o o . 
Surveys — Ashtabula, Lake 
County line to Ashtabula, $7,000; I 
Cuyahoga River, $51,000; Cleve­ 
land Harbor, drift removal, $10,-1 
OOO; Ironton, $15,000; Hocking 
River, $24,000; Lake Erie coast, 
Ohio, Pa., and N.Y., $45,000; 
Muskingum River Basin, $2,- 
000; Ohio River basin, review, 
$375,000; Sandusky River, $60,- 
000. 


Keating Runs Again 
Still Cool on Barry 


Insurance 


Executive 


Under Probe 


COLUMBUS, Ohio CAP)—In-1 
surance Supt. William Morris 
said today he will ask a grand 
jury investigation today of an 
insurance executive accused of 
taking examinations for three 
agents he planned to hire. 
Licenses of all four insurance 
men have been suspended, Mor­ 
ris said. The charge to be in­ 
vestigated would be conspiracy 
to violate state insurance laws. 
He said Paul W. Shaffer, 30, 
of Columbus, district manager 
of R e l i a n c e Insurance Co , 
Philadelphia, 
was 
accused of 
taking multiple - line insurance 
examinations for three agents. 
The tests were given last month 
in T o le d o , 
Columbus 
and 
Youngstown. 
The agents holding licenses to 
sell life insurance were identi­ 
fied as Clyde F. Fouts, 34. of 
nearby Waterville, and Herbert 
D. Caudill, 42, and Ralph D. 
Wright, 43, both of Hamilton. 
Shaffer, who holds a multiple- 
line license, said he wanted to 
add the agents to his office, 
Morris explained. 
Tile superintendent said the 
examination irregularities come 
to light during investigation of 
other Shaffer activities. 
A Franklin County grand jury 
recently 
indicted 
Shaffer 
on 
charges of obtaining money by 
fraud. He was accused of ob­ 
taining a loan on the shell of 
a wrecked car and later collect­ 
ing from 
an insurance com­ 
pany for reported loss of the 
automobile. 


Tax Aide Is Named 
CINCINNATI (AP)—Paul F. 
Niederecker has been named as­ 
sistant district director of the 
Internal 
Revenue Service for 
tile 41-county Southern Ohio Dis­ 
trict. He started his IRS career 
in 1949. 


Senator Literally 


Living in Office 


WASHINGTON (AP) — Sen. 
William Proxmire, 
D-Wis., 
is 
living in his office. It’s not just 
the press of work, however. 
Proxmire rented out his two- 
storv Washington house about a 
month 
ago when 
his family 
moved back to their Madison 
home. 
Except for weekends back in 
Wisconsin where 
he 
is cam­ 
paigning for a second six-year 
term, he sleeps on a couch in 
his suite in the new Senate Of­ 
fice Building. 
If Proxmire is re-elected, an 
aide said, his family will return 
to the capital at the end of the 
year. 
Meanwhile, 
“he gets a lot 
more done this way,” the aide 
said. And he also saves a buck. 


LBJ Signs 


New Hospital 


Building Bill 


WASHINGTON (AP) — Presi­ 
dent Johnson signed today a 
$1.4-billion hospital construction 
and 
modernization 
bill, 
and 
hailed the present Congress as 
a “ better-health Congress.” 
Johnson signed the five-year 
extension of the Hill-Burton Act 
in the presence of a large dele­ 
gation from Congress 
and of 
government officials working in 
the field of health. 
The President said the people 
of this country always have 
been great hospital builders, but 
that many of the hospitals, par­ 
ticularly in the larger cities, 
are obsolete and exit of date. 
He said the bill will “help us 
get started on that long overdue 
job” of 
modernizing existing 
hospitals. 
The bill extends the longtime 
program of federal aid for hos­ 
pital construction, known as the 
Hill-Burton Act, with the addi­ 
tion of aid for modernization of 
older hospitals. 


Auto Industry 
Nears Strike 


Union Refuses 
To O K Offers 


DETROIT (AP) — The na-I 
tion’s auto industry was a step 
closer to a possible crippling 
strike today with rejection by 
the United Auto Workers Union 
of new contract proposals by I 
General 
Motors, 
Ford 
and 
Chrysler. 
Which of the Big Three auto­ 
makers will be chosen as the 
No. I strike target probably will 
be decided at a meeting of the 
UAWT International 
Executive 
Board Thursday in Chicago. 
GM was named as the pri­ 
mary target in 1961. Ford was 
selected in 1955 and 1958. 
In 
almost 
identical 
offers 
Monday, 
the companies pro-j 
posed new three-year contracts 
for more than a half million 
production line workers, calling 
for higher wages, earlier retire­ 
ment and larger pensions. 
The proposals — to replace 
agreements expiring at the end 
of this month — were immedi­ 
ately rejected by UAW bargain­ 
ers as “terribly disappointing” ' 
and “ miserably inadequate.” 
I 
In turn, a Ford spokesman ob­ 
served: “This makes the situa­ 
tion very serious.” 
Workers at all three compa­ 
nies 
are 
participating 
in 
a 
strike-authorization vote which 
is expected to gain overw'helm- 
in g approval. 
Such a move is customary as 
contract 
expiration 
deadlines 
approach. 
In 1961, both sides agreed to a 
week’s extension of the GM 
contract, and agreement w as( 
reached on a new pact six hours 
before the strike deadline. 
Asked 
whether 
the 
union 
would agree to a similar ar­ 
rangement this time, UAW Vice 
President 
Leonard 
Woodcock 
told newsmen; “Our people in 
the plants are opposed to it.” 
-------------------------- 
Roy Rogers7 


Child Among 


8 Killed 


SAN CLEMENTE, Calif. (AP) 
—Eight persons, including the 
adopted daughter of actors Roy 
Rogers and Dale Evans, were 
killed and about 40 others were 
injured when a bus carrying 65 
church members crashed head­ 
on into seven other vehicles 
Monday. 
Highway patrol officers said 
a front tire on the church bus 
blew out, causing the vehicle to 
careen across the center line on 
busy U.S. 101 into oncoming 
traffic. 
Officers said the bus was 21 
years old and had no emergency 
exit. It was carrying 65 mem­ 
bers of the Disciples of Christ 
chapel of the Canyon Church of 
Canoga Park, Calif., and was 
six miles south of San Clemente, 
near San Onofre Bridge, when a 
front tire blew. 
Two children on tile church 
bus died. One was Deborah Lee 
Rogers, 12, a Korean, adopted 
daughter of Rogers and Miss 
Evans, his wife. The other was 
Debora’s friend, Joan Russell, 
ll, daughter of Mr. and Mrs. 
Robert 
Russell 
of 
Granada 
Hills. Calif. 
The other six dead were all in 
one station wagon. They were 
Margaret HUSS Armjio, 20. of 
Albuquerque, N.M.; 
her chil­ 
dren, Jo Ellen, 16 months, and 
Joseph, 6 months; her mother, 
Marie Muss, 50, of Fallbrook, 
Calif., and her sisters, Susan, 
22, and Catherine, 15. 


Chicago Suburb Hit 
By Continued Strife 
DIXMOOR, IU. (AP) - Ra­ 
cial violence flared for a second 
time in this Chicago suburb 
Monday 
night, 
but 
heavily 
armed police put down the dis­ 
turbance with only manor dam­ 
age and injuries. 
Forty persons, 27 of them 
white, w'ere arrested. Most were 
charged with disorderly conduct 
or inciting a riot. Two persons 
were injured as rock-throwing 
Negroes made a target of pass­ 
ing vehicle. 


Reds Urge U.S. 
Negroes Revolt 


By THE ASSOCIATED PRESS 
Broadcasts from Communist 
Cuba and Red China have been 
pouring out a torrent of advice! 
to American Negroes to take to 
the streets in armed revolu­ 
tionary violence and even guer- 
riUa war. 
The Chinese claim Negro vio­ 
lence in America must be en­ 
couraged in the name of “the 
national liberation movement.” 
Cuba uses “ Radio Free Dix- I 
ie” and a renegade American 
Negro, Robert F. Williams, to 
caU 
for 
revolutionary 
street 
violence in U.S. cities. 
Peking has enlisted a man 
called Frank Coe. A Frank Coe 
once was a target of a U.S. Sen­ 
ate investigation 
for 
alleged 
spying on behalf of international j 
communism. He had been al 
high-paid secretary of the Inter- j 
national Monetary Fund in the 
late 1940s. 
Just a year ago, China’s Mao 
Tze-tung issued a declaration 
urging “the world’s people” —I 
meaning the Communists — to 
move in on the U.S. situation.j 
Peking now uses its advocacy of 
violence in America as a club in 
its ideological w'ar with the So­ 
viet Communists. 


Hie Chinese want nonwhite 
people in Africa, Asia and Latin 
America to believe Peking is 
their only true friend. Red Chi­ 
na is trying to shut the Russians 
out of Asia and take over revo­ 
lutionary causes —- the “nation­ 
al liberation movement” — in 
all underdeveloped areas. 
Last w'eek, to commemorate 
the first anniversary of Mao’s 
declaration, a series of rallies 
was held in China. One speech 
was delivered 
by “American 
comrade Frank Coe.” as Peking 
radio described him. 
Coe noted that Mao’s declara­ 
tion 
was 
widely 
distributed 
among Negroes in the United 
States. He told the rally Ameri­ 
can Negroes “are beginning to 
talk more 
and 
more 
about 
armed self-defense, about fight­ 
ing for freedom by any means 
necessary, about guerrilla war­ 
fare and civU war.” 
Peking broadcasts call upon 
Chinese-oriented Communists in 
the United 
States 
to 
seize 
the Negro movement and mount 
a systematic s e r i es of pa­ 
rades, demonstrations, boycotts, 
strikes 
and 
violent 
uprisings 
with the use of weapons in 
American cities. 


Treasury Chief Favors 


Tax Reduction Next Year 


Independent 
Race Hinted 


Kennedy Expected 
To Be His Foe 


NEW YORK CAP) — Repub­ 
lican Sen. Kenneth B. Keating 
announced today that he will 
seek 
re-election, 
but 
he still 
withheld .support 
from 
Barry 
Coldwater, tile party’s presiden­ 
tial nominee. 
“The people of New York are 
aware of the deep difference 
between Sen. Goldwater’s 
rec­ 
ord and my own,” Keating told 
a news conference. 
“I seriously doubt that any 
voter in New York would be im­ 
pressed by any lip service that 
I might give Sen. Coldwater, or 
that he might give men in the 
name of party unity.” 
Keating will be up for renom 
ination at a meeting of the Re­ 
publican State Committee next 
Monday. U.S. Atty. Gen. Rob­ 
ert F. Kennedy has strong back­ 
ing for the Senate nomination 
at the Democratic state conven­ 
tion Sept I. 
Indicating he would run inde­ 
pendently of the national ticket, 
Keating declared: 
“ I will not be a party to any 
deals and do not intend to trim 
my sails to win the backing of 
any individual or organization 
that does not support me on my 
record.” 
The 
announcement 
ended 
weeks of speculation about what 
road 
the 64-year-old, alver- 
haired lawyer from Rochester 
would choose. 
“The people of New' York are 
aware af the deep differences 


my 
Keating said. Coldwater, of Ari­ 
zona, is the Republican presi­ 
dential candidate. 
“I seriously doubt that any 
voter in New York wrould be 


WASHINGTON (AP) 
— Secre-J Rights Act is the law of the land 
tary of the Treasury Douglas 
and should be enforced, asserts 
Dillon came out flatly today for allegiance to the rule of law and j ^ tw ^ n "“s ^ t'iia^y) G<Mw7 
some excise tax reduction next urges resort to the courts rather 
record amI mv 
own 
year. 
Almost 
simultaneously than the streets for the protec- 
President Johnson’s chief eco- tion of civil rights. 
nom I st suggested that the gov-! 
Heller’s report to the commit- 
ernment subsequently consider tee was built on a new official 
feeding back part of its rising estimate that total ouput — the 
tax revenues to the states. 
gross national product — will,. 
. . 
.. 
r 
The proposals were delivered climb to a record annual rate of l™Pf®ssed 
any lip service 
to 
the 
Democratic 
platform $640 billion in the January-April 
J 
o 
i 
m 
i 
^ 
committee, holding open hear-1 quarter of next year. It was last* 
ings preparatory to next week’s reported at $618.5 billion, in the n 
national convention in Atlantic April-June quarter. 
! R G “ 6 l l t r Y 
I G S t 
City, N J. The ideas seemed 
With all the price increases of 
certain to become planks in the the 
past dozen years screened 
L 
n 
L . l 
party’s 1964 platform. 
out, Heller said, the 5 per cent *▼ *006 U y 
IV O C K C l 
Chairman Walter W. Heller of average annual increase in real 
TCT . 
.. 
/Atl 
the President’s Council of Eco- output in the Kennedy-Johnson 
, T" 
: 
1 1 
uu 
I 
nomic Advisers offered a sug-;term “has nearly doubled the “7 
? 
rocket shot into the 
gestion which excited even more average annual gains of 2 to 3 
^ early today in a test of spe- 
uiterest among the committee per cent recorded during the c. 
s“ielctin^ 
materials 
de­ 
members. After presenting a Republican years.” 
i sl^n 
protect manned space- 
glowing report on the 42-month 
Richardson, the Georgian who cra*t *r? m 
intense heat on 
business expansion •— which he disclosed tile civil rights move, rf_ e 
rlDg 
e earth s almos- 
said has reversed “the arlming|told a reporter that the pro- Phere- 
economic trend” which set in posed plank was submitted to 
during Republican rule—Heller Frederick G. Dutton, executive 
noted that federal revenues will director of the platform com­ 
be increasing annually by some mittee, and several key mem- 
thing like $6 billion if the busi- hers. 
ness upsurge is sustained. 
He said a production rise of I 
nearly $150 billion in the four 
Kennedy-Johnson years will ex ­ 
ceed economic gains of the en­ 
tire eight-year Eisenhower ad­ 
ministration. 
While 
the 
administration 
spokesmen were pointing with 
pride to the economic record, a 
behind-the-scenes effort was un­ 
der way aimed at avoiding a 
convention battle over a civil 


Barry Maps 


Massive TV 


Campaign 


A spokesman of the National 
Aeronautics and Space Admin­ 
istration 
said 
the 
launching 
came off “with good results.” 
Two of the four stages of the 
Scout rocket were to launch the 
370-pound payload to an altitude 
of 130 miles. 
Then the upper stages were 
to send the payload whipping 
back into the atmosphere at a 
velocity of up to 19,000 miles an 
hour. 


LBJ Plans Party 


For All Solons 


WASHINGTON (AP) — Sen. 
Barry Coldwater^ advisers are 
. . . 
I 
| 
.. 
. 
, . 
mapping a massive television 
right, plank rn the party plat- campajgn and keepln(, u nexl 
0 
.. 
hie to counter any major Demo- . 
. . . 
.. . . 
. 
... 
Sponsored by Southerners 
the. cratic move8 ■ ^ 
rac< 
the d™t JohnMm “ ld, UK,ay he w,“ 
civil rights 
move w as disclosed; white House 
glve a PartV Wednesday to sa- 
by Robert 
R. Richardson, an 
Goldwater aides skelched 
to. lute a1! members of Congress 


WASHINGTON (AP) — Pres! 


both 
Democrats and Republi- 
and will hold a lengthy 
Atlanta lawyer sorting ™ the|d 
ttu. 
lans M 
developed 
platform committee. He told a fur , broadca.ting effort they canf 
c . 
, 
r. 
reporter that a proposed civ. 
said wi|J cos, abo 
u)i<>n conference Saturday with Dem- 
rights plank has been submitted „ ,, 
^ 
,0 , 
h l .U m 
ocra.tc governors. 
to some members of his com-! t(Ka WK) of September 
Johnson noted that he had in 
mittee- 
1 
Republican 
National 
Chair-! vMed RepuHican governors to 
He declined to make it public, man Dean Burch has estimated the White House earlier thi 
year. 
but sa.d R taw n ily take. the. ^ 
I)(,mo<.rats wiu 
d more year, when they gathered here 
position 
that 
the 
1964 
Ctvfl|than w miUion (m V a id e n , for a P»*y meeting, and said, 
' 
Johnson’, television campaign. ’ urtfot-timately they were not 
The Coldwater forces ac- lay- ,1* toT ™nu‘ 
.. , 
. 
ing out a campaign plan that 
B,lt ’Tohnson sa,d 
hupe* 10 
will include filmed and taped 
television programs, both re­ 
gional and national, a handful of 
major live appearances on na-i 
, 
, 
* . , 
, , . 
. 
lion wide television, 
and brief v<*>i«nem of federal-state rein- 
spot announcement, on both ra "" m 
,mnact 
deta*“ and 
dio and television. 


Satellite Video 


Station Envisioned 
oftim.” 
The President said Saturday’^ 
se^ion will deal with the de­ 
velopment. of fed 
ti on s. the impact of defense and 
space programs and economies, 


JACKSONVILLE, 
Fla. (AP) 
— A space communications ex­ 
pert says it is possible to use of 
a 
satellite 
to 
blanket North 
America with one televisjon sta­ 
tion at a cost of $30 million, 
the television 
campaign will . . 
. 
compared to the $500 million a 
build in intensity as the election 
Promote education, 
full network costs. 
nears. 
health 
and 
mass-transit pro- 
George S. Shaw, senior vice Goldwater’s men do not be-1 ®rarn,< 
president and cofounder of Ha- lieve that 
President 
Johnson 
. 
_ 
J 
“ 
diation Inc., of Melbourne, Fla., will at'ree to face-to-face cam- J a c k ’^ C o m in g H o m e 


One Coldwater’ adviser said effort to " ra te jobs, and op 
portumties afforded by new leg- 


PORTO ERCOLE, Italy (AP) 
-Mrs. John F. Kennedy plans 
sal I Monday. “ A communica- paign debates, 
tions satellite in synchronous, or 
At his news conference Satur- 
apparently stationary, orbit can day the President turned aside I to end her vacation on the Ar 
beam a television signal which a debate question with "we will gentario Peninsula Wednesday 
has been relayed to it from a ; fTet into that after our conven- to start her trip back to the 
ground source and provide con ion when we make a decision in United States, 
police sources 
tinuous programs.” 
‘tile m atter.” 
I said today. 
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Jurors' Names Are Drawn 


For September Court Term 


Independent 
Jefferson Area 


Names of jurors for the Sep­ 
tem ber term of Pickaway Coun ­ 
ty C o m m o n Pleas Court an d 
the G r a n d Jury have been 
d rawn by the Commission of 
Jurors. 
Ill petit juries of the court 
will be selected from the list 
of 85 n ames un til a n ew list 
of n ames is d rawn , in Jan ­ 
uary . The 
Gran d 
Jury 
will 
meet in early September. 
Names of prospective jurors 
are; 
GRAND JURY 
Isabelle Christopher, Gard en 
Parkway ; Ellen Jan e Rittin ger. 
Williamsport; Helen L. Pon tius, 
Route I, Kin gston ; Gerald A. 
Win fough, 
Route 
4; 
Fran klin 
Crites, Route I; Norma E. Wise- 
cup. 
New 
Hollan d : 
Paul 
F. 
Pfaff, Route 2, Ashville; Jean ­ 
n ette Martin , 352 Ced ar Heights 
Road ; 
Rebecca 
N. 
Cathey . 
Route 2, Orien t; Vern on W. Wel­ 
ter, 175 Sun set Drive: Betty J. 
Dresbach, 1006 S. Pickaway St.; 
Mary L o u i s e Roon ey , Route 
3; William Hoffman Jr., Route 
2; 
William 
Fogler, 
Route 
I, 
Laurelville; Martha Ellen Ham­ 
ilton , Route 2; Leslie Dearth, 
Route I, 
Kin gston ; 
Clara 
M. 
Dumm, 542 E. Fran klin St.; S. 
F. D e a r t h . 
Route I; 
Dick 
Tootle, 
Route 
2; 
Martha 
A. 
Fun k. 360 E. Fran klin St.; Mar­ 
garet E. Lin d sey , Ashville; Her­ 
bert N. Holt, Route 2, Orien t; 
Ern est Davis. 374 
Logan 
St.; 
Don ald R. 
Jen kin s, 
Route 3; 
E l l i o t Webb, 
136 Dun more 
Road ; Ray W. Horch, William­ 
sport; William H. Niles, 374 E. 
Un ion St.; Patricia A. Norris, 
445 Stella Ave,; Howard Smith, 
Route 2, Williamsport; Claren ce 
L. Span gler, Tarlton 
PETIT JURY 
C. 
E. 
Mahaffey , 
Ashville; 
Mack Shaw, Route 4; Ed ith Mc- 
Dill, Williamsport; 
Ralph Ed ­ 
ward G i l l i a n . Route I, Ash­ 
ville; Gerald W. Ay ers, 354 E. 
Un ion St ; F r e d K. Mavis, 1089 
S u n s h i n e St.; Virgin ia An n 
Lloy d , 128 Parkview Ave.; Rob­ 
ert Rod gers, Derby ; Floren ce N. 
Leist, Route 3; Carl Kegg, 124 
T o w n St.; Helen J. Span gler, 
214 W. Corwin St.; 
John R. 
Smith, 124 E. Main St.; Glad d en 
Troutman , 
155 E. 
Un ion St.; 
Arn old M. Moats, 116 E. Un ion 
St.; Helen R. Kuhlwein , Route 
I, L o c kb o u r n e ; William A. 
Duvall, Route I, Ashville; Earl 
J. Steck, Route 2, Orien t; Doris 
Reicheld erfer, 131 E. U n i o n 
St.; Mild red Cora Weller, 165 E. 
High St.; 


M A R K ET S 


Hog prices, all n et, were re­ 
ported by the 
Bowlin g Stock 
Yard s compan y here tod ay as 
follows: 
190-220 
lbs., 
$16.65; 
220-240 
lbs., $16.05; 240-260 
lbs., $15.55; 
260-280 lbs., $15.05; 280-300 lbs., 
$14.55; 300-350 
lbs., $14.05; 350- 
400 
lbs., 
$13.55; 180-190 
lbs., 
$16.15; 160-180 lbs., $14.65. 
Cash onces pale to farmers ic 
Circleville: 
Ear Corn 
......... 
1.18 
Shelled Cora ........................... 
1.21 
Wheat 
................................. 
I 30 
Spelt! 
................. 
62 
Oats 
........................................... 
M 
Soybe ui* 
......... 
1.34 
Barley 
............... 
J O 
Egg!. ................. 
J O 
H eavy h en s 
............... 
.12 
Light Hens ............. 
<* 
Old Roosters 
............... 
jo t 
nutter 
at 
COLUMBUS 
COLUMBUS 
Ohio 
(AP) 
— 
j 
Hogs, 
(SS central and western 
Ohio markets reporting to the 
Ohio Dept, of Agri. > 8 200 esti­ 
mated, mostly IO lower, spots 
18 lower on butcher hogs and 
steady on sows. No 2 average 
good butchers 190-220 lbs 16 40. 
16 78, graded No I meat types 
190-220 lbs 16 75-17 OO. Sows un­ 
der 330 lbs 13.00-14 OO. Ungraded 
butcher hogs 160-190 lbs 13.50- 
, 
16 75 
220-240 
lbs 
13.63-16.18; 
840-260 lbs 15.13-15 65. 


Cattie 
{From Columbus Pro­ 
ducers Livestock Co * operative 
A ssn.)—Active. Slaughter steers 
and 
yearlings' 
Crone 
23 50- 
25 30; 
good 22 ou-23 75. Butcher 
I 
stock: Choice heifers 21 50 23 30; 
good 19.50 • 21.50. 
Commercial 
bulls 
16.00-19.50. 
Cows: 
Stand­ 
ard and commercial 12.50-15 OO 
Calves 
steady; 
choice 
and 
prime 
25 50-30 OO; 
choice 
and 
good 20 00-25 50. 
Sheep 
and 
lambs 
steady: 
strictly 
choice 23 00-24.75; good 
aud choice IS) 50-23 OO. 
CHICAGO 
CHICAGO IAP) — iUSDAi— 


Mad elin e B 
Smith, 121 Wal­ 
n ut St.; 
Georgia 
M. 
Ston ey , 
R o u t e 
2: 
Orien t; 
Marjorie 
Kern s, Route I; Martha M. Ho­ 
well, 529 Elm Ave ; D e l o r e s 
|M. L e rn I e y , Route 3; Hom­ 
er McCain , 917 S 
Washin gton 
St.; Harford Ren ick, Route 3; 
Jo An n 
Smallwood , 
Route I; 
Ken n eth E. Shepler, Route I; 
Mary C. Hay , Route 2, Lock­ 
bourn e; An d rew J. Ward , Ash- 
vi l l e ; May n ard N. Marshall, 
Route 2, 
Circleville; 
Roberta 
Webb. 374 E. Main St.: Marjor­ 
ie S. Spauld in g, Route 3; 
Em- 
i mitt M o r g a n , 157 E. Un ion 
(St.; Gran a An n Hulse, Route 2, 
Williamsport: 
C h a r l e s 
P. 
Brackett. 609 Gard en Parkway ; 
Everett J. Lakin , Route 2, Or­ 
ien t; Ron ald H a r r i s o n , 119 
W. Un ion St.: Betty Dresbach, 
4121 a E. M o u n d St.; 
Ray mon d J. Mott, Route 3; 
Everett Peters, Route I, Ash­ 
ville; Fran k R. Dun lap. Route 
2; Roy M. Billion , Route I, Ash­ 
ville; George G. Wharton , 627 S. 
Court St.; Jean n e B. Good child , 
833 
Pershin g 
Drive; 
Weaver 
Wolfe, 
Orien t; 
Bert 
Ratcliff, 
358 E. Mill St.; Betty Jan e Lan e, 
429 Half Ave.: Arlen e L. Hoff­ 
man , Ashville: 
Russell 
Faus- 
n a u g h. 523 E. Un ion St.; Rob­ 
ert Ay ers, Route 4: 
Ruth 
E. 
Youn g, 430 N. Court St.: Ken ­ 
n eth Black, Route 2, Ashville; 
Harry J. Smith. Route 2, Ash­ 
ville; 
Glen n a Beckman , Route 
2; Mabel M 
Goeller, Route 4: 
Vion a S. Hammel, 531 S. Court 
St.; Eileen 
Ward . 
118 
Collin 
Court.; Eld on J. Lon g. Route I, 
Williamsport; 
Treila 
0. 
Miller. 
Route 3; 
O r I a n Lee Hin es, 
Ashville; 
George F. Kuhlwein , Ashville; 
Alfred F. Axe, Ashvile; Eliza­ 
beth Bower, Route I, Kin gston ; 
George M. Weller, 230 E. Un ion 
St.; Fred a MacFad d en . 146 Dan - 
more Road ; Jean n e R. Palm, 
Route 4; Marvin 
L. 
Jen kin s, 
353 Watt St.; William J. Green , 
Route I, Orien t; Harry D Coss, 
829 Atwater Ave.; Richard B, 
F i s h e r . 842 Pershin g Drive: 
Beatrice 
H 
Schiff. 
Ashville; 
Nan cy Elizabeth Warn er. Route 
2, Ashville; Elsie Ed ward s, 381 
Eva Drive. Homer Thompson . 
Route I, A s h v i l l e ; 
R. B, 
G r e e n e , Route 2: Helen 
B 
Wa chs, 832 N. Court St.; Cath­ 
erin e Youn kin , Ashvile; Earl E. 
Steele, Route I; R o b e r t Wil­ 
son . 
Atwater Ave.; 
Volo 
H, 
Seitz. Route 2, Ashvile; Jam es 
E. Kuhlwein , Route I, L o c k­ 
bourn e; Lloy d J. Lutz, Route I; 
Lucille 
Scott, 
341 
Northrid ge 
Road ; Zelpha M. Bastian , Ash­ 
ville. 


Greek Move 


O n Board Agenda 
J°^s NATO 


Columbus Man Is Fined 


$1 50 on OMV! Charge 


Court Jud ge Sterlin g M. Lamb. 


(Continued from Page I) 
he might give me in the n ame 
of party un ity .” 
While the an n oun cemen t en d ­ 
ed speculation as to Keatin g’s 
plan s, there remain ed a couple 
Two items of busin ess con - 
Spokesmen have in d icated a 
of other question s 
about 
the cern in g the Jefferson Subd ivi- n ew church will be built at the 
New York sen atorial cam paign ., sion south of Circleville were, Jefferson site. 
On e was whether Atty . Gen . acted on y esterd ay by the Board j 
• * * 
Robert F. Ken n ed y might seek of Coun ty Commission ers. 
THE AREA in volved is bor- , 
the Democratic n omin ation to 
rhe scions approved and ac- 
d ered by Puthuff Ave. on the regime "of" Pr'esid en T ^ Acarine 
oppose Heatin g. The other was 
cePted 
a plat consisting of 
west an d Lud wig Drive on th e 1 by 
withd rawin g 
same 
Urppk 
t a i 
i 
whether 
Clare 
Boothe Luce 
three t,acts in the J efferson (n orth. The lan d was survey ed forces from the North AUan tb I 
i 
f 
? '’ 
might challen ge both on the 
art’a- The> also approved a 
and 
platted by the local Durn - Treaty Organ ization 
to heln d p 
n 
r 
* Departmen t- 
Con servative party ticket. 
P o tio n by Columbia Gas of 
ond 
& 
S i f f o r d 
en gin eerin g 
help de- 
His 
license was revoked by 
I-, 
. l l 
Ohio, Inc., to install a pipe 
firm. 
® moo cy prus. 
, J udge Lamb for six months. 
Tho 
. 
Greece s 
d ecision 
Mon d ay ) 
Charles Hagood , a truck d riv- 
Columbia 
Gas project 
helped ease a strain 
between er from Mason , was cited by an 
S for the in stallation 
an d Athen s an d 
Nicosia. It also official of the 
Public Utilities 
proper service of a 4 in ch, two-; came as 


Some Forces Due 
To Go to Cyprus 


NICOSIA, 
Cy prus 
(AP) 
— 
Greece 
apparen tly 
is 
closin g 
ran ks with the Greek Cy priot 


William H. Jon es, 70, Colum-| 
Chester Howard , 24. Waverly ; 
: bus, was fin ed $ 150 an d costs $ 17 an d costs for .*q>eed in g 77 
an d han d ed a three-d ay jail sen - miles per hour in a 60 mile zon e, 
ten ce y esterd ay by Mun icipal 
Paul E. Foster, 28, Columbus; 


to a charge of operatin g a mo­ 
tor vehicle when un d er the in 


$ 19 bon d forfeiture for .speed in g 
Jon es en tered a plea of guilty 70 miles per hour in a 60 mile 
zon e. 
Theod ore C. Armin trout, 58, 


Ohio, In c., to in stall a pipe 
lin e through a portion of the 
subd ivision . 
Accord in g to coun ty record s, 


d ivergen t 
political ‘h.e 
,°W" ‘ 
ed by The C h u r c h of Jesus 


Even before the n omin ation I 
of Cold water Keatin g expressed 
d oubt that he would be able to 
rim on the same ticket — be­ 
cause 
of 


B a i 
K e a U n S . s > a n n o u n c e m e n t 
° ‘ 
i f 
1" 
D i? 
f 
1" ’5 
tod ay said he believed rn « he 
c r ^ i n 
X 
U 
, 


in T th hRd a w ,h<>UKh' | of„bo“ - Twp subd iviston 
* 
mg the Republican party . 
j 
__________________________ 
He con tin ued : 
j 
‘ But as a sen ator from New 
York, I have con sid ered it my 
d irty to represen t all the people j 
of New York — Republican s, ^ I 
o * I 
Democrats an d in d epen d en ts - 
S t l L M S 
those who may have voted for 
I me an d those who may have |% 
• 
voted again st me.” 
D V L s I V O t C G G 
New 
York’s 
jun ior 
sen ator 
* 
W W W 
said he had n ot attempted n or 


Old Sheik 


- 
, 
1t . 
. 
- 
I — 
-a a n ew blow to the soli- 
lVvin ch gas lin e, 
j arity 
of the Atlan tic Allian ce’s 
Accord in g to the petition , 
the eastern n an k at a Ume whl.„ the 


h , 
; . CT 
. « 
n g 
Un ion has become em- 
I soulheilj Sid e ut Mon ticello broiled in the Cy prus crisis. 
St. an d the westerly sid e 
of 
~ 
. 
. . . 
Puthuff St. 
I 
Turke-V 
withd rew 
some 
air 
Tv 
. 
, 
j force plan es from NATO con trol 
The lin e will exten d east an d 
d ay g ag0 
the Greek 


?t0rivm T >i ? Stfan Ct 
c -vprioUs charged that Turkish 
will begin at a poin t 103 feet j ^ fighters took off from NATO 


h ie at R o u V ™ S r" 
* 
a y | > - s to attack Cy prus. 


Accord in g to term s of the 
petition , Columbia 
Gas 
will 
bury 
the lin e to a d epth 
of 
n ot less than 24 in ches below 
the presen t elevation . 


A 
Greek 
Foreign 
Min istry 
statemen t 
in 
Athen s 
said 
Greece’s 
protests about 
the 
Turkish pullout had gon e un ­ 
heed ed . 


fluen ce of in toxican ts. He was Piketon ; $ 24 bon d forfeiture for 
arrested by the Pickaway Coun - speed in g 65 miles per hour in a 
50 mile zon e. 
Ron ald A. Irion . 24. Colum­ 
bus; 
$ 24 
bon d forfeiture 
for 
speed in g 75 miles per hour in a 
60 mile zon e. 
Buck Dean Jon es, 18, 
Ham- 
Commission on two coun ts. H ejtram ck, Mich.; 
$ 20 bon d for- 
waived a court hearin g an d paid feiture for speed in g 70 miles 
two fin es 
of $ 16 
each, 
plus 
costs, for failure to keep his log 
book up to d ate an d for failure 
to have a tax d ecal. 
Other motorists on the com­ 
pleted court d ocket were: 


“ Followin g this,” the state-: has been d ischarged from Chilli 
. 
. 
.. 
BEERSHEBA, Israel (AP)— j 
The compan y also agreed to 
IS!!-/!?1?' n th * tw ru t.i 
would he try to make an y poll- 
oW Arab sheik s h o o k 
bis I replace, fill an d restore the sue- 
'1*c,d ed 10 COth* ^ P " * 1 
(.cal d eals. As far his d iffer- 
head _ N 
he d id n 't w>n t an v face of the groun d traversed by 
ences with Coldwater, he said: additions to his harem -even the pipe. The firm noted that the 
^ 
“ “ ** • » 
I cannot in good conscience ' [rom the united States 
hir%a “ ” n 
;__________signed to the alliance. 
b ti O i ii l l 
w t f 
A« » . n t ’ i /*» ♦ i /v n r* 
j f j f f 
__ 
- — 
con ceal my con viction s 
facad e 
of 


lin e will be in stalled in a man - 


per hour in a 50 mile zon e. 
Thelma An d erson , 
Ypsilan ti, 
Mich.; $ 15 an d costs for speed ­ 
in g 65 miles per hour in a 50 
mile zon e. 
Ralph D. Chabot. 31, Ports­ 
mouth; $ 20 an d costs for speed ­ 
in g 70 miles per hour in a 50 
mile zon e. 
David 
Thompson , 
Hialeah, 
Flag $ 25 an d costs for speed in g 
75 miles per hour in a 50 mile 
zon e. 
— 
. . . 
i 
Phillip E, H a n c h, Newton 
r j , 
* 
’ Falls; $ 25 an d costs for speed ­ 
in g 75 miles per hour in a SO 
mile zon e. 


Mainly 


About People 


Carl 
B. 


Robert J. 
Sey mour, 
Laurel* 
----------------------------- 
Ville, has been discharged from 


, 
, 
,fc 
_ 
| 
“ T e l l 
everyone 
I’ve 
had I her not to interfere with dram-I J ,* 
J *? Uk? Chillic<,,h* Hospiul 
a 
facade 
of conformity 
dis- enough o£ all tha, WOInan noi). age and will not impede traf-! 
L 
L 
o n . n 
a 
guised as unity. 
.. 
-d Sh -k Snlpiman 
fic during convtructior 
defend 
the 
independence 
and 
Ona O. Uhrick, Kingston, has 
“ Specifically, I have said be- « uzeii a wealthy desert natri 
la m *' 
i 
- 
territorial integrity 
ai Cyprus, 
discharged 
from 
Chilli- 
fare and I repeat that I con- a" h ' 
J desert 
Additional provision, call for and in particular to ward off the cothe Hospital. 
sid er Sen . Cold water a sin cere,! 
„ 
has had M „.ives 
, JJ“ ” m,Pan > “ ; eimburse ,he con stan t Turkish threat " 
j 
-------- 
patriotic American . But, d urin g 
The <heik 
father ntf 7n rhil 
* 
lu * a c .ual 5?S!, 
T 
Greece also hailed “ as an im- 
Mitchell Preston , New Hoi- 
our service in the Sen ate. Sen . I d r^ ' ± 
Mln d av b e d oesn t f a T / P V n 
k 
<'on tribuUon to peace" Un d . has 
been 
ad m.tted as a 
Cold water an d I have d isagreed S 
» £ L n f a h L 
t ? 
, 
a S-*' ,‘ luc* m',8ht Soviet 
Prem l" 
Khrushchev's surgical patien t in Fay ette Me-1 
on man y issues. He has voted 5 
7 
^ 
^ 
* 
, £ 
h e""^ u M y C 
S T *" ? Z I Z ' Z I T * 
C 
l 
" 
1 
I 
his 
con viction s as 
a 
sen ator 
^ 0, Davton , ohio, to an d d a rn a c e , which 
ma 
i 
f a 
I 
from Arizon a an d I have voted loin his harpm 
a ve*r for ari « 
till 
The Greek stan d p isse d 
the 
-------- 
my con viction s 
as 
a 
sen ator $ 5 0 0 0 0 
* 
* 
the ^project. 
Greek 
Cy priot 
govern m en t,; 
Wri- J a m e s Riley , Moun t;* 
from New York. Nothin g either) 
ii,, pon rwbvt Hp 
iw a Tu p d 
u 
* 4. 
^’hich 
had 
been 
chid ed by ^tt*rhn g, a surgical patien t, has 
of 11s d oes at this poin t can 
for a 
in 
American r 
busin ess 
t h e prem ier George Papan d rvou for 
dismissed from 
Fay ette j 
alter our record s on the is-; 
Z 
*.Td 
I T * * J * laun chin g 
a 
d rive M®morial Hospital, Washin gton 
I f ' u l 
f ° ss,blllty 
°f 
Dew 
vvin d ow again st a Turkish Cy priot coast- C. H. 
of the applican ts had measured 
fram es at the coun ty jail with a] stron ghold 
without 
con sult- 
-------- 
up » his requiremen ts. 
Sheriff Walton W. Span gler. No in E Greece ^ 
at)ack hr0U|ih,| 
Paul Han ley . 131 Ed ison Ave.. 
The 
sheik 
who 
some 
old - 
immed iate action was taken . four d ay s of Turkish 
fighter « « med ical patien t in Mercv ' 
! u 
L S1L IS 
y. 
u y .eT 
The sofan , ren eged a con tract raid s on Greek Cvpn ol town s. 
Hospital. Columbus. He 
u 
in 


sues.’ 


Court News 


Marriage License Issued 


old, did not say just what he with Children’s Hospital rn Co 
was lookin g for in a spouse. 
lumbus for the care of Picka- 
Greece’s NATO forces total room 182-D, 
120,000 men and its entire air 
,a 
... 
- , ■— 
:---- 
iicu.wu men an a us en ure air 
-----—. 


Leroy Irwin Slack. 27, Lock-1 teem to d ejected ' 
^ m 
^ a i b l f ‘C 
tr e C e n ’f ,o rt*' more Ulan sev™ 
Rifhard E' 
« » ' 
bourn e Air Force Base. U. S. I 
. j-y just havf 0 wait an d 
' . 
, .. . 
" r bomber squad ron s, is commit- St., is a med ical patien t in St. 
XU just n ave to wait an d see The rata was set at *40 07 per ^ 
u ,, allian ce. U ke th e1 An thon y Hospital. Columbus He 
Air Force, an d Erma Leu WU- - what happens.” she said. 
burn , 17, Route 2, Wiliamsport 
Divorces Filed 
Mrs. 
Miller, 
an 
electronics 
assembler in a factory, said 
Lucy Certain, Starkey Drive, she cabled the sheik after see 
vs Hunter Certain, 817 
Clinton ir*j an a(j 
jn a 
magazine. She 
j St. 
said she wanted to provide fi- 
Barhara L. Dix on, 138 Nicho- nancial 
security 
for her two 
las Drive, vs Blonda G. Dix on.! daughters. 
[ 138 Nicholas Drive 
............................ 
Helen Marie 
Tilton 
442 E. j Lowery Lane Resident 
mas J . Tilton 
' 
. 


bul 
75-1 


H og * 6.000 
low er; 
1-2 
17 25-17 90: 
S3U 
lbs 
16 
16.50-16 75; 
rn 
nows 
13.50-14 
170-300 
lbs 
It* 
13.90-13 SO 
Cattie 2 .500, 
ter iteers Ste 
high choice i 
slau g h ter 
ate 
950-1,100 
lbs 
Iota 
m ix ed 
th ese w eig hts 
22.00-8 ) 25 
Ic 
•round 
1,150 
bulk cholee 
8 i.7 5; 
goo* 


ch efs w eak to 25 
225 
lb 
butchers 
E m ix ed 
1-3 
ISM)- 
25; 
230-270 
lbs 
ix ed 1-3 330-400 lh 
.50; 
sev eral 
lots 
1125-15.80; 
-400-450 


c alv es Ski: si aug h- 
,%.k' 
'im* 1.11 
furs 
26 2*. 
24 00-25 OO; 
g-xpd 
an d 
23.00-23 75; 
oad 
m ostly 
lh 
heifers 
650-1.050 lbs 
ai 00-21.78. 


lad 
lb 
tee 
>ad 
ice 
yod 


24, 
S3 


and 
co m m ercial 
cow s 
12 Oh- 
13 25 
Sheep 
TIK); 
sprin g 
slaughter 
lam b s stead y; 
few' 
lots 
choice 
and prim e 90-100 lb lam b s 25.UG; 
g ood 
and 
ch o ice 
22 50-24 SO; 
g ood 
SI 00-22 OO: 
cul 
to 
good 
•horn slau g h ter ew es 4.50-6 00. 


Stock Mart 


Holds Steady 


NEW YORK (AP) - Steels 
! an d motors paced a mild rally 
by 
in d ustrials 
but the 
stock 
m arket as a whole remain ed 
I close to d ead cen ter early this 
I aftern oon . Trad in g was mod er­ 
ate. 
Rails were off a Utile an d 
utilities were mixed . 
The feelin g 
in W’all 
Street 
was fairly optimistic on chan ces 
of avertin g a strike in the auto 
| in d ustry , d espite the un ion re- 
jection — as expected •— of 
m an agemen t’s coun ter-offer to 
; un ion d eman d s, 
Motors put on a brief show of 
I stren gth 
an d 
steels 
tagged 
i alon g, birt tile momen tum eased 
I off. 
Small 
losses 
outn umbered 
I gams amon g the rails. Irregu­ 
larity 
prevailed 
amon g 
oils, 
I chemicals, 
n on ferrous 
metals 
an d rubbers. 
The Associated Press average 
of 60 stocks at n oon was un ­ 
chan ged 
at 316 6 with 
in d us­ 
trials up .7, 
rails off .8 an d 
utilities up .1. 


Clinton Water 


Sale OK Asked 


COLUMBUS, 
Ohio 
(AP) — 
Clin ton Coun ty Water Co. said 
tod ay it has agreed to sell its 
facilities 
in an d aroun d 
Wil­ 
min gton for $ 3,075,000. 
The compan y asked the Pub­ 
lic Utilities Commission ’s per­ 
mission to go through with the 
sale to the City of W'Umin gton . 
It said the city con templates 
n o in crease in rates. 
Commission officials said they 
probably will act on the appli­ 
cation by the en d of the mon th. 
Clin ton Coun ty Water would con ­ 
tin ue to serve the village a i Sa- 
bin a an d its en viron s. 


j Mill St., vs Thomas 
Guy E. Thompson . 1217 Wil­ 
liams Drive, vs Dolores Anne 
Thompson 
Divorce Dismissed 
Wan d a Mae Hunt vs Sherman 
Mid d leton Hunt 
Real Estate Transfers 
William R. and 
Kathryn J , 
Blan ton to Philip T. and Gloria 
T. Hin es, lots 1961, 1962. 1963, 
Sey fert Ad d ition Circleville 
Ray mon d P and Marx ' R. Ra­ 
d er to Harold and J a r l e n e 
Clifton , lot 58, Ridgewood Sub­ 
d ivision , Circleville 


day per patient 


Deaths 


Turkish 
armed 
forces, most is is room 270. 
Greek units have U.S. equip 
_____ 
meT>t 
Lots 
af 
antiques including 
The statement said the head- china and glass, household fur- 
quarters of the Greek NATO de- rushings, etc. Will sell at 117 
tachment would be transferred N. Scioto Street Wed , Aug 19 
from the Turkish pen of Izmir. Forrest Brown and J im F o r d 


MARY ANNE J OHNSON 


Student Nurse 


To Graduate 


Fined $70 in 
Court 
home of her dau^^er, Mrs. Wil- 
w . w T- x v.iic 
To 
, 
. 
. h * m Bade>'. Springfield, O. 
I 
: 
. , 
Survivors include two daugh* 
I T 
p"* “ rs' Mrs Bailey and Mrs Ted 
“ i 
f 
l “ C‘r' Bu"*'! °< Lancaster, 
and 
a 
J . L ? r 
T 
i 
° .T . 
I “ 
P1**. H*rt*« Hammel, Cir 
He was charged with intox ica-» Deville. 
tion and with 
resisting arrest! 
Services 
will 
be 
I 
p. rn. 


MRS. DAISY H. STALTER 
Mrs. Daisy Hammel Stalter, 180 miles east 
ai Athens, to Auctioneers, 
f o r m e r l y of Circleville, died Salonika in northern Greece. 
10 30 a. rn. yesterday rn the 
--------------------------- 


by Circleville Police. 


Detroit Resident 
Bound to Grand Jury 
J ohn Ellis Ragland. Detroit, 


W’ednesday at the Austin Rich 
lard Funeral Home, E. High St., 
Springfield. Burial will be 3:30 
sp. rn. the same day in Forest 
j Cemetery, Circleville. 
Friends may call at the funer­ 
eal* bound to the Grand J ury a] home until time of services. 
by Municipal Court J udge Ster- j 


Johnson Rejects 


Radical Policies 


WASHINGTON (AP) — Presi­ 
dent J ohnson voiced strong sup­ 
port for private enterprise Mon­ 
day and said he does not believe 
“ the American people are inter­ 
ested in economic radicalism or 
recklessness.” 
He rejected what he said was 
the talk of some for “ radical 


Miss 
Mary 
Anne 
J ohnson, 
—ad. daughter of Mr. and Mrs. Paid 
A. J ohnson. 584 Woodland Drive, 
party will be graduated Aug. 27. from 


Ray mon d P. an d 
Mary R. Ra- 
Lamb yesterday under a 
i i 
— ^ 
yell a V. Clif- *750 bond* 
L 
M O n O T V *Q fT lp 
d er to Alfred an d Della __ 
ton, lot 44, Ridgewood Subdivi- 1 
Ragland entered a plea 
of 
sion, Circleville 
guilty to a charge of non sup- 
Alva E. Teegard in and others P01*1 *ded ^ Mary Ragland. 
to Boy d E. Teegard in , 
0.72 of an 
Escapees Nabbed 


Saltcreek 
Tup. 
card 
Thursday. August 20, 8 p. rn. at the 
M Ta rn i Valley” HoeptUK 
the school. 
—ad School ai Nursing, Dayton 
— — 
The 94 member class will re- 
Card party Eagles basement cene pins and diplomas at eve- 
135 E. Main, Circleville, Wed, rung commencement ex ercises 
Auf. 19, 8:00 P. M. 
—ad. to be held in the auditorium ai 
^ 
J 
the National Cash Register Ca 
Circleville 
B o o s t e r 
Club 
Mis* J uhnsan is a graduate of 
Meeting. Ted Lewis park, Wed Circleville High School. During 
uf- 20, 8.00 p. rn. 
—ad her sophomore year in nursing 
- j . 
M 
. school she served as secretary 
Tarlton 
Method ic 
Church ^ her d ass 


Thur, FIL S k T 
115' 
I Sh. has t e n active la th* 
T W . , Aug jo t h . Serving 4:00- Khoo,., NightinRaTl. chorus, a 
changer in our policies - of 8roo p. rn. All you can cat 
greater governmental interven s 
ti on in the economy or abrupt; 
: nmental 
rawal from 
EloDe Beauty Salon is run 
__________________ 
our ^commitments to our pea nine a back to school special 
a 
. 
on permanent Aug. 18-25. -ad 
C o n t r a c t o r A S S f l . 


member of the Student Yursw 
■ad. j \ j Sn 0f ohio and active on var­ 
ious commitees. 


acre, Harrison Twp. 


M an Sentenced 


For Car Theft 


ZANESVILLE, Ohio (AP) 
Two convicts w'ho escaped from 


pie.” 
The 
President’s 
comments 


a prison honor carap near here [ Communications Satellite Corp 
Sunday were captured today. 


L o cal O SP P o st 


N e e d s D is p atc h e r s 


*Sgt. S 
L_ Adomaitis of the 
Muskingum County aker-1 € i n n u 
c _ w' f n 
i 
f 
Circleville Patrol Post said to- 
ld Hobart 1 a*** Ma- *,n 9 ,e S o v ie t K o c k e t 
day dispatchers are needed at ^ 
Z1 
and J ames 
Edward L au n c h e s 3 S ate llite s 
Holmes, 33, were nabbed this) 
MOSCOW (AP) — The Kus 


came at a White House meeting 
From 
noon u, 8:96 p.m. C - L 
(rf the board of directors of the ^ Wednesday, Sept 
9th poll- - > C h e d U le S M 
e e t 


the post. 


on Wednesday, Sept. 9th poll- 
in* pU < « I K M at tk. Town - j 
^ 
Pickaway Coun ty Coo. 
ship House >5 Derby 
Council tractor? Assn 
has scheduled a 
House at Ashville, Town H al l dinner and business meeting ta 
at New Holland, F ire House at 
m o r r o w at the HaU-Adkina 
Williamsport 
and 
the 
Fire American Legion Post. 
Motive 
at 
Tarlton 
will 
be 
Robert Kenworthy, president 
I 
He n oted that two d isoatrherx 
’ 
’ 
uus I MIKsLUW (AU) — TD# Kus* 
A North Carolin a man has 
, 1 . 4 
aikpatchers, morn mg shortly after Holmes sian s laiaichtxl three more sat*; 
1 
1 -------- **” *— 
been sen ten ced to the Man s- 
• 
atten d m« 
the* (Kl 
Was 
u> » o alley eilites in the Cosmos series to- 
H} 
** ar*a‘ 0* 
or*an uaIion , said the d in 
field 
Reformator> a f t e r he T« mm* Acad eme 
No "thcr 
their ar- d ay . a1] lhr,e from the same 
Plead guilty to charges of auto PerJ n s totere^ 
ta ^ 
were immed iately avail- j rocket. Tass said . Ute rocket £ 
£ 
£ 
" ^ 
S e W 
u T . ^ r n for 7 30 
larcen v. Jud ge William Ammer I 
__ 
.i__ ______I able. 
was d escribed as a n**w tvn e 
7 
. . . 
, 
» 
may go d irectly to the Board 
T h e 
association , 
organ ized 


Reformatory 
af t e r he Traimng Academy 
are 
now 
attendant 
the 
OSP *“ *p0tt" 1 walk‘ni; “ 
ale 
ne "I"-" L"’r fa” "” ■ re—* ‘ re* ; 
I 
No other details of their ar-! day, all three from the same 
| aer meeting will start at 6:30 
sc # 
tu c irw k 
i m m t w l i n t z v l v 
o u n i l . I — . ~ t . 
: J 
m a . 
* 
a I t r i t l O 
f l l 
O f 
C h U H j l J i n ^ 
. J p 
||^ 
T h ® 
b U i i D ^ ^ i 
.v am iw m w 
* _ 
_____ ______ 
larceny. J udge William Ammer I 
^T v * c o n tac to r a^geant able‘ 
heard the case 
* * * * * * * ' 
Holmes is a n ative of Zan es- 
Cosmo, is the d esign ation ' giv- ™ay *° mrecuy ™ * o a m 
T h * 
M o t i o n 
organ ized 
Michael W i l l i a m Sechler, 
* 
Ville an d Mason is a n ative of en to a program of Soviet in - [. 
Election s 
Office C o u r t here last mon th represen ts all 
Chin a Grove. N. C., 
appeared j 
T 
R 
P ' 
j Emporium, Pa., but lived in Co- atramen t exploration rn space 
:‘mse 
Ptrkaway 
Co. 
Bd . 
Of {ty pes Irf gen eral build ers an d 
before the court on a bill of in 
L ,n e * 
1 0 . • 
r i , f l t i ® 
(lumbus when arrested rn Febru -1 The n ew laun chin g mad e a to- 
Election s. 
—ad. associated firms in this area. 
formation waiving his rights to 
^ 
officials announced today ary i960. 
S KH iiiau u u w aiv u is las 
LU 
* ---------------------------------------------s 
va 
tv 
possible 
indictment 
by 
the 
that Hie beal Service 
Depart- 
The two made their escape the series, 
grand jury. He was sentenced ment wlB 
the repainting from the Roseville Prison Farm 
— 
a. — 
(lf PPfltPr and HiviHaat* linac c*l/*nrr 
filtenti/vn rvl ant Ku ziicarmincf a I 
8 
a 


tai ai 40 satellites launched in 


giaiiu jut/* aic was acuteiicru 
---- 
~ 
** 
to the pen al in stitution for a pe- 
center and divider lines along filtration plant by disarming 
J 
a___ . . . . __ 
.t r o s i c 
P,,lt*» *a 
P h i a l 
D 
I 
A 
n od of two y ears. 


8 Men Sent 


For Physicals 


streets. Police C h i e f Robert 
Temple requested drivers to be 
aware of the project and 
co­ 
operate with workers. 


guard and 
commandeering 
car. 


C o m p o r t m e n t O p e n e d 
Mrs. 
J ane 
Kohn, 
416 Faye , ____ ... _______ 
Eight registran ts at the Pick* Ave , told city police yesterday white high school kl rural Lou 
a was Coun ty Selective Serv ice that the glove compartment cd isiana today. Thus far, things 
Board have been sen t to Ft. her car had been tampered with have gone peacefully. 
Hayes. Columbus, 
for pre-m- 
while the auto was parked on j 
due tion physical examin ation s. Pinckney St. Officers said noth- 
The only way a justice of the 
They were: 
ing appeared to be missing. 
Supreme Court of 
the United 
Don ald W\ \oung , Route I, 
•-...... .................. ... 
States can be removed from of- 
)» rien t; Don ald L Wallace, Ori- 
By 1729 some 14 
types of sub- flee is by impeachment. P r o- 
eot; Jeffrey L. Eitel, Route 3; 
marin es had been patented in 
ceedings must be initiated by 
Joseph A. List, 819 S. Washin g- 
En glan d an d 
many more in oth 
the 
House of Representatives 
ton 
St.; 
Ken n eth 
E. Kuhn, cr European countries. 
and carried out in the Senate. 
Route 4; Peter J. Pharr, zan i 
.— ----- —.......... 
—............ ......................... 
Stella Ave.; D o n al d 
Cooley , 
Route I. Mt. Sterlin g; an d Wil­ 
liam A. Graham, Orien t. 


I n te g r atio n 
P e ac e f u l 
GREENSBURG, La (AP) 
„ 
_______________ 
Three Negroes return for their pal Court J udge Sterling 
M. 
second day in a formerly all 
Lamb 


J u d g e R e ad s V o w s 
Leroy 
Irvin S l ac k , 
Lock­ 
bourne Air Force 
Base, 
and 
Erma Lou Wilburn, 
Route 
2, 
Williamsport, 
were 
united 
in 
marriage yesterday by Munici* 


SEYMOUR’S 
12« W. Main S t 
SERTA 
M A T T R E SS 
SALE 
$39 .75 


WINNER OF 3 ACADEMY AWARDS 


24 
METRO-GOUWk MAYER md CINERAMA present 
- •-'■v , HOW 
THE WEST 
&WAS WON 
Mf TROCOLOft * 
STARLIGHT 


S tarts 
Thurs» . 


LA ST 
T IM E 
T O N IT E 


THE NO. I ATTRACTION 
OF ALL TIME 


L ^O fe A U J A 
cocoa av dc Luxe 


SC Ht DDI ll) MifOtMANCtS Af 
8; (6 
a i - tox of net o hms Af 
7:15 


S h o r t S u b je c ts S tar t at 8 ;0 0 


Starlight 


NOVY THRU WED. 


FIRST TIME AT 
POPULAR PRICES! 


DARRYL r ZANUCKS 
TH E 
t O 
A 
/ O 
e 6 T 
DAY 
• —tm * . 
I, Ctmn tim rn ,u rn 
f S INNa 
•« 


Regular Adm. Price! 


cM adet cJ >une*ia£ Hom e 


tm fmota 
OF THI 
COURI) 
RWJ 


2 WAV RADIO & 
OXYGEN 
EQUIPPED 
AM 6 ULAN CE 
Serving 


Anywhere 


It is not at all unusual for 


local families to be visiting in 


a far-distant city or state when 


the need for a funeral director's 


services occurs. Whatever the 


distance, 
we may 
be relied 


upon for complete, economical 


assistance. 


51 st year 
C ircleville 


2 
The Circleville Herald, Tues. Aug. 18, 1964 
Circleville, 
Ohio 


Jurors' Names Are Drawn 


For September Court Term 


Names of jurors for the Sep­ 
tem ber term of Pickaway Coun­ 
ty C o m m o n Pleas- Court and 
the G r a n d Jury have been 
drawn by the Commission of 
Jurors, 
All petit juries of the court 
will be selected from the list j 
of 85 names until a new list 
of names is drawn, in Jan­ 
uary. The 
Grand 
Jury 
will 
meet in early September. 
Names of prospective jurors i 
are: 
GRAND JIR A 
Isabelle Christopher, Garden 
Parkway; Ellen Jane Rittinger, 
Williamsport: Helen L. Pontius, 
Route I, Kingston; Gerald A. 
Wmfough. 
Route 
4; 
Franklin 
Crites, Route I; Norma E. Wise- 
cup, 
New 
Holland: Paul 
F. 
Pf aff, Route 2. Ashville; Jean­ 
nette Martin, 352 Cedar Heights 
Road; 
Rebecca 
N. 
Cathey, 
Route 2, Orient; Vernon W. Wei- 
ler, 175 Sunset Drive; Betty J. 
Dresbach, 1006 S. Pickaway St.; 
Mary L o u i s e Rooney, Route 
3; William Hoffman Jr., Route 
2; 
William 
Fogler, Route 
I, 
Laurelville; Martha Ellen Ham­ 
ilton, Route 2; Leslie Dearth. 
Route I, Kingston; 
Clara 
M. 
Dumm, 542 E. Franklin St.; S. 
F. D e a r t h . 
Route I; 
Dick 
Tootle, 
Route 
2; 
Martha 
A. 
Funk, 360 E. Franklin St.; Mar­ 
garet E. Lindsey, Ashville; Her­ 
bert N. Holt, Route 2, Orient; 
Ernest Davis. 374 
Logan 
St.; 
Donald R. 
Jenkins, Route 
3; 
E l l i o t Webb, 136 Dunmore 
Road; Ray W. Horch, William­ 
sport; William H. Niles, 374 E. 
Union St.; Patricia A. Norris, 
445 Stella Ave.; Howard Smith, 
Route 2, Williamsport; Clarence 
L. Spangler, Tarlton. 
PETIT JURY 
C. 
E. 
Mahaffey, 
Ashville; 
Mack Shaw, Route 4; Edith Mc- 
Dill, Williamsport; 
Ralph Ed­ 
ward G i l l i a n . Route I, Ash­ 
ville; Gerald W. Ayers, 354 E. 
Union St.; F r e d K. Mavis, 1089 
S u n s h i n e St.; Virginia Ann 
Lloyd, 128 Parkview Ave.; Rob­ 
ert Rodgers, Derby; Florence N. 
Leist, Route 3; Carl Kegg, 124 
T o w n St.; Helen J. Spangler, 
214 WI Corwin St.; 
John R. 
Smith, 124 E. Main St.; Gladden 
Troutman, 
155 E. 
Union St.; 
Arnold M. Moats, 116 E. Union 
St.; Helen R. Kuhlwein. Route 
I. L o c k b o u r n e ; William A. 
Duvall. Route I, Ashville; Earl 
J. Steck, Route 2, Orient; Doris 
Reichelderfer, 131 E. U n i o n 
St.; Mildred Cora Weller, 165 E. 
High St.; 


Independent 
Jefferson Area 


M ARKETS 


Madeline B. Smith, 121 Wal­ 
nut St.; 
Georgia 
M. 
Stoney,! 
R o u t e 
2: 
Orient; 
M arjorie1 
Kerns, Route I: Martha M. Ho­ 
well, 529 Elm Ave.; D e l o r e s 
M. L e rn I e y, Route 3; Hom­ 
er McCain, 917 S. Washington 
St.; Harford Renick, Route 3; j 
Jo Ann 
Smallwood, 
Route I; 
Kenneth E. Shepler, Route I; 
Mary C. Hay, Route 2, Lock­ 
bourne: Andrew J. Ward, Ash­ 
v i l l e ; Maynard N. Marshall, 
Route 2, 
Circleville; 
Roberta 
Webb, 374 E. Main St.; Marjor­ 
ie S. Spaulding, Route 3; 
Em- 
mitt M o r g a n . 157 E. Union 
St.; Grane Ann Hulse, Route 2, 
Williamsport: 
C h a r l e s 
P. 
Brackett. 609 Garden Parkway; 
Everett J. Eakin. Route 2, Or­ 
ient; Ronald H a r r i s o n . 119 
W. Union St.: Betty Dresbach, 
4121s E. M o u n d St.; 
Raymond J. Holt, Route 3; 
Everett Peters, Route I, Ash­ 
ville: Frank R. Dunlap, Route 
] 2; Roy M. Binion, Route I, Ash­ 
ville; George G. Wharton. 627 S. 
Court St.; Jeanne B. Goodchild, 
833 
Pershing 
Drive; 
Weaver 
Wolfe. 
Orient: 
Bort 
Ratcliff, 
358 E. Mill St.; Betty Jane Lane, 
429 Half Ave.; Arlene L. Hoff­ 
man. Ashville; 
Russell 
Faus- 
n a u g h, 523 E. Union St.; Rob­ 
ert Ayers, Route 4; 
Ruth 
E. 
Young, 430 N. Court St.: Ken­ 
neth Black. Route 2. Ashville; 
Harry J. Smith, Route 2, Ash­ 
ville: 
Glenna Beckman, Route 
2: Mabel M 
Goeller, Route 4: 
Viona S. Hammel, 531 S. Court 
St.; Eileen 
Ward. 
118 
Collin 
Court.: Eldon J. Long, Route I, 
Williamsport; 
Trella 
O. 
Miller. 
Route 3: 
O r l a n Lee Hines, 
Ashville; 
George F. Kuhlwein, Ashville; 
Alfred F. Axe. Ashvile; Eliza­ 
beth Bower. Route I. Kingston: 
George M. Weller, 230 E. Union 
St.; Freda MacFadden, 146 Dun­ 
more Road; Jeanne R. Palm, 
Route 4: Marvin 
L. 
Jenkins, 
353 Watt St.; William J. Green, 
Route I, Orient; Harry D. Coss, 
829 Atwater Ave.; Richard B. 
F i s h e r . 842 Pershing Drive; 
Beatrice 
H 
Schiff. 
Ashville; 
Nancy Elizabeth Warner. Route 
2, Ashville: Elsie Edwards, 381 
Eva Drive. Homer Thompson, 
Route I, A s h v i l l e ; 
R. B. 
G r e e n e , Route 2; Helen 
B. 
Wachs, 832 N. Court St.; Cath­ 
erine Younkin, Ashvile; Earl E. 
Steele, Route I; R o b e r t Wil­ 
son, 
Atwater Ave.; 
Volo 
H. 
Seitz, Route 2, Ashvile; James 
E. Kuhlwein, Route I, L o c k ­ 
bourne; Lloyd J. Lutz, Route I; 
Lucille 
Scott, 
341 
Northridge 
Road; Zelpha M. Bastian, Ash­ 
ville. 


(Continued from Page I) 
he might give me in the name 
of party unity.” 
While the announcement end­ 
ed speculation as to Keating’s 
plans, there remained a couple. 
Two items of business con- 
of other questions 
about 
the cerning the Jefferson Subdivi- 
New York senatorial campaign, ; rion south of Circleville were 
One was whether Atty. Gen. acte,d on yesterday by the Board 
Robert F. Kennedy might seek 
County Commissioners, 
the Democratic nomination to 
so*ons approved and ac 
oppose Keating. The other was 
whether 
Clare 
Boothe Luce 
might challenge both on the 
Conservative party ticket. 
Even before the nomination 


O n Board Agenda 


cepted a plat consisting of 
three tracts in the Jefferson 
area. They also approved a 
petition by Columbia Gas of 
Ohio, Inc., to install a pipe 


Shuns Bid 
By Divorcee 


f 
u 
r.' 
*• 
j i hue through a portion of the 
of Coldwater Keating expressed 
„ . 
... ® 
j 
I. .1 , , 
U U 
wi 
. 
subdivision, 
doubt that he would be able to 
,. j , 
, 
Accordmg to county records, 
run on the same ucket - be- ^ 
, 
conc, rns property own- 
cause 
of 
divergent 
political. cd by The C h u r e b of Jesus 
philosopKics. 
christ of 
Latter 
Day Sainu 
But Keatings’* announcementi Mormon). The three tracls ,0. 
today said 
he believed in the toal , M acres jn ,he Pickaway 
‘'never had any though! of bolt- T 
subdivi5ion. 
mg the Republican party. 
______________________________ 
He continued: 
“ But as a senator from New 
C L # v i L 
York. I have considered it my V ^ f C J 
duty to represent all the people 
of New York — Republicans, 
Democrats and independents - 
those who may have voted for 
me and those wrho may have 
voted against me.” 
New? 
York’s 
junior 
senator 
said he had not attempted nor 
BEERSHEBA. Israel (AP)— 
would he try to make any poli- 
Qid Arab sheik shook his 
tical deals. As for his differ- bead. No, he didn't want any 
ences with Coldwater, he said1 j additions to his harem—even 
“I cannot in good conscience1 fp0m ^ e United States, 
conceal my convictions behind 
“T e l l 
everyone 
I’ve 
had 
a 
facade 
of 
conformity 
dis- enough of all that woman non- 
guised as unity. 
sense,” said Sheik Suleiman el 
* Specifically, I have said be- Huzeil, a wealthy desert patri- 
fore and I repeat that I con- arch, 
sider Sen. Coldwater a sincere,1 
jje has had 39 wives 
patriotic American. But. during 
The sheik father ^ 70 chil. 
our service in the Senate, Sen. dren 
sajd Monday he doesn’t 
Coldwater and I have disagreed know anything about the offer 
on many issues. He has voted 0f a pretty divorcee. Mrs. Marie 
his convictions 
as 
a 
senator Miller, 23, of Dayton. Ohio, to 
from Arizona and I have voted lojn bis harem for a year for 
my convictions 
as 
a 
senator $50,000. 
from New York. Nothing either 
h<? conceded he had adver- 
of us does at this point can tised for a wife in an American 
alter^ our records on the is- j magazine in 1958. but said none 
of the applicants had measured 
up to his requirements. 
The 
sheik 
who 
some 
old­ 
timers say is nearly 90 years 
old. did not say just what he 
was looking for in a spouse. 
In Dayton, Mrs. Miller didn’t 
seem to dejected. 
“UU just have to wait and see 
what happens,” she said. 
Mrs. 
Miller, 
an 
electronics 
assembler in a factory, said 
she cabled the sheik after see­ 
ing an ad in a magazine. She 
said she wanted to provide fi­ 
nancial 
security for her two 
daughters. 


Spokesmen have indicated a 
new church will be built at the 
Jefferson rite. 
* * ♦ 
THE AREA involved is bor- 


north. The land was surveyed 
and platted by the local Dum- 
ond Si S i f f 0 r d 
engineering 
firm. 
The 
Columbia 
Gas 
project 


Greek Move 
Jolts NATO 


Some Forces Due 
To Go to Cyprus 


NICOSIA, 
Cyprus 
(AP) 
— 
Greece 
apparently 
is 
closing 
ranks with the Greek Cypriot 
dered by Puthuff Ave. on the regime of President Makarios 
west ami Ludwig Drive on the j by 
withdrawing 
some 
Greek 
forces from the North Atlantic 
Treaty Organization to help de­ 
fend Cyprus. 
Greece’s 
decision 
Monday 
„ 
, 
helped ease a strain between 
calls for the installation and j Athens and 
Nicosia. 
It also 
proper service of a 4-inch, two- came as a new blow to the soii- 
l n c h and 
I Va-inch 
gas line. darity of the Atlantic Alliance’s 
According to the 
petition, the eastern flank at a time when the 
line will be constructed 
along soviet Union has become em- 
the southerly side of Monticello broiled in the Cyprus crisis. 
St. and the westerly side 
of 
, ,* 
Puthuff st 
Turkey 
withdrew 
some 
air 
, force planes from NATO control 
The line will extend east and 
day3 ag0 after ^ 
Greek 
north for a distance of 1,971 feet. Cypriots charged that Turkish 
It will begin at a point 103 feet ^ fighters took off from NATO 
east of the firm s right-of-way bases to attack Cyprus. 


Columbus Man Is Fined 


$150 on OMV! Charge 


William H. Jones, 70, Colum- J 
Chester Howard, 24, Waverly; 
bus, was fined $150 and costs $17 and costs for speeding TI 
and handed a three-day jail sen- miles per hour in a 60 mile zone, 
tence yesterday by Municipal 
Paul E. Foster, 28, Columbus; 
Court Judge Sterling M. Lamb. $19 bond forfeiture for speeding 


line at Route 23. 
According to term s of the 
petition, Columbia 
Gas 
will 
bury the line to a depth of 
not less than 24 inches below 
the present elevation. 


Cyprus 
A 
Greek 
Foreign 
Ministry 
statement 
in 
Athens 
said 
Greece’s 
protests about 
the 
Turkish pullout had gone un­ 
heeded. 


Jones entered a plea of guilty 
to a charge of operating a mo­ 
tor vehicle when under the in­ 
fluence of intoxicants. He was 
arrested by the Pickaway Coun­ 
ty Sheriff’s Department. 
His license was revoked by 
Judge Lamb for six months. 
Charles Hagood, a truck driv­ 
er from Mason, was cited by an 
official of the Public Utilities 
Commission on two counts. He 
w aived a court hearing and paid 
two fines 
of $16 each, 
plus 
costs, for failure to keep his log 
book up to date and for failure 
to have a tax decal. 
Other motorists on the com­ 
pleted court docket were: 


Mainly 
About People 


Carl 
B. 
Buskirk, 
Kingston, 
has been discharged from Chilli­ 
cothe Hospital. 


Robert J. Seymour, Laurel­ 
ville, has been discharged from 
Chillicothe Hospital. 


sues. 


Court News 


Hog prices, all net, were re­ 
ported by the Bowling Stock 
Yards company here today as 
follows: 
190-220 
lbs., 
$16.65; 
220-240 
lbs., $16.05; 240-260 lbs., $15.55; 
260 280 lbs., $15.05; 280-300 lbs., 
$14.55; 300-350 lbs., $14.05; 350- 
400 
lbs., 
$13.55; 
180-190 
lbs., 
$16.15; 160-180 lbs., $14.65. 
Cash prices paid to farmers la 
drclevtlle: 
Ear Corn ................................ 
1.18 
Shelled Corn ........................... 
1.21 
Wheat 
....................................... 
1.30 
Speltz 
.................................. 
62 
Oats 
....................... 
.65 
Soy be uis 
......................... 
2 .34 
Barley 
..................................... 
-JO 
Eggs 
................. 
JO 
Heavy hens ............................. 
.12 
Light H e n s ............................................... OC 
Old Roosters ................................. 
.os 
Butter 
JI 
COLUMBUS 
COLUMBUS. 
Ohio 
(AP) 
— 
Hogs, 
(85 central and western 
Ohio markets reporting to the 
Ohio Dept, of Agri.» 8.200 esti­ 
mated. mostly IO lower, spots 
15 lower on butcher hogs and 
steady on sows. No 2 average 
good butchers 
190-220 lbs 16 40* 
16.75, graded No I meat types 
J90-220 lbs 16.75-1700. Sows un­ 
der 350 lbs 13.00-14 OO. Ungraded 
butcher hogs 160-190 lbs 15.50- 
16 75; 
220-240 
lbs 
15.65-16.15; 
240-260 lbs 15.15-15.65. 


Cattle (From Columbus Pro­ 
ducers Livestock Co • operative 
A ssn.)—-Active. Slaughter steers 
and 
yearlings: 
Croice 
23 50- 
25 30; 
good 22.00-23.75. Butcher 
stock: Choice heifers 21.50-23 30: 
good 19.50 - 21.50. Commercial 
bulls 
16.00-19.50. 
Cows: 
Stand­ 
ard and commercial 12.50-15 00. 
Calves 
steady; 
choice 
and 
prime 
25.50-30.00; choice 
and 
good 20 00-25 50. 
Sheep 
and 
lambs 
steady; 
strictly choice 23.00-24.75; good 
and choice 19.50-23 OO. 
CHICAGO 
CHICAGO < AP) — (USDA)— 
Hogs 6,000; butchers weak to 25 
lower; 
1-2 
200-225 lb 
butchers 
17 25-17.50. 
bulk mixed 1-3 190- 
*30 lbs 16.75-17.25 , 
230-270 
lbs 
16.50-1675; mixed 1-3 350-400 lb 
sows 
13.50-14,50; 
several 
lots 
270-200 
lbs 
15.25-15.50 ; 
400-450 
lbs- 
13.00-13.50. 
Cattle 2.500, calves 20: slau gh ­ 
ter steers stead y to weak: load 
high ch oice and prime 1,150 lb 
slau gh ter 
steers 
26.25; 
ch oice 
950-1.100 
lbs 
24 00-25 00; 
load 
lots 
mixed 
good and choice 
these vkCJghts 23.00-23.75; 
good 
22 00-23 25: 
load 
m ostly 
prim e 
around 
1,150 
lb 
heifers 
24.75; 
bulk ch oice 850-1.050 lbs 
23 00- 
*3.75; 
good 20.00**1.75; 
utility 
and 
commercial 
cows 
12 DO- 
13 25. 
Sheep 
700; spring 
slaughter 
lambs steady; few 
lots choice 
and prime 90-100 lb lambs 25.(JO; 
good 
and 
choice 22 50-24 50; 
good *1.00-22 00; 
cul 
to 
good 
shorn slaughter ewes 4.50-6.(X). 


Stock Mart 


Holds Steady 


NEW YORK (AP) — Steels 
anti motors paced a mild rally 
by 
industrials 
but the 
stock 
m arket as a whole remained 
close to dead center early this 
afternoon. Trading was moder­ 
ate. 
Rails were off a little and 
utilities were mixed. 
The 
feeling in 
Wall 
Street 
was fairly optimistic on chances 
of averting a strike in the auto 
industry, despite the union re­ 
jection — as expected —- of 
m anagem ent’s counter-offer to 
union demands. 
Motors put on a brief show of 
strength 
and 
steels 
tagged 
along, but the momentum eased 
off. 
Small 
losses 
outnumbered 
gains among the rails. Irregu­ 
larity 
prevailed 
among 
oils, 
chemicals, 
nonferrous 
metals 
and rubbers. 
The Associated Press average 
of 60 stocks at noon was un­ 
changed at 316.6 with 
indus­ 
trials up .7, 
rails off .8 and 
utilities up .1. 


Marriage License Issued 
Leroy Irwin Slack, 27, Lock­ 
bourne Air Force Base, U. S. 
Air Force, and Erma Lou Wil­ 
burn, 17, Route 2, Wiliamsport 
Divorces Filed 
Lucy Certain, Starkey Drive, 
vs Hunter Certain, 817 Clinton 
St. 
Barbara L. Dixon, 138 Nicho­ 
las Drive, vs Blonda G. Dixon, 
138 Nicholas Drive 
Helen Marie Tilton, 442 E. 
Mill St., vs Thomas J. Tilton 
Guy E. Thompson. 1217 Wil­ 
liams Drive, vs Dolores Anne 
Thompson 
Divorce Dismissed 
Wanda Mae Hunt vs Sherman 
Middleton Hunt 
Real Estate Transfers 
William R. and Kathryn 
J . 
Blanton to Philip T. and Gloria 
T. Hines, lots 1961, 1962. 1963, 
Seyfert Addition Circleville 
Raymond P and Mary R. Ra­ 
der to Harold and J a r I e n e 
Clifton, lot 58, Ridgewood Sub­ 
division. Circleville 
Raymond P. and Mary R. R a­ 
der to Alfred and Della V. Clif­ 
ton, lot 44. Ridgewood Subdivi­ 
sion, Circleville 


Lowery Line Resident 
Fined $70 in Court 
Walter F. Walls, 18, Lowery 
Lane, was handed fines totaling 
$35 and costs yesterday in Cir­ 
cleville Municipal Court. 
He was charged with intoxica­ 
tion and with resisting arrest 
by Circleville Police. 


_ 
* 
‘‘Following this,” the 
state- 
The company also agreed to ment added, “ Greece decided to 
replace, fill and restore the sur- withdraw the necessary army, 
lace of the ground traversed by navaj and air {orce ^ 
the pipe The firm noted that the sj 
^ ,0 ,he alliance .. 
line 
will be installed 
m a man-, 
„ said thc decision was uken 
net not to interfere with dram -, 
Greck „bligatjon5 to | 
-------- 
age and will not impede ti dr- defend tbe independence 
and 
®rla O. Uhrick. Kingston, has 
fie during construction. 
territorial integrity of Cyprus, j 
discharged 
from Chilli- 
Additional provisions call for and in particular to ward off the I cothe Hospital. 
the company to reimburse the constant Turkish threat.” 
j 
-------- 
county for actual cost of re- 
Greece also hailed “ as an im- 
Mitchell Preston, New H oi- 
storing the surface of Monticel- 
portant contribution to peace’’ lan(L has 
been admitted as a 
lo and Puthuff Sts. which might 
Soviet Prem ier 
Khrushchev's I surgical patient in Fayette Me- 
be disturbed during construction 
warning 
to Turkev against fur- RI o r i a I Hospital, Washington 
and to hold the c o u n t y free 
ther air 
attacks on Cyprus. C. H. 
and d a m a g e s which 
may 
The Greek stand pleased the 
- 
arise from the project. 
j Greek 
Cypriot 
government,! 
Mrs. J a m e s Riley, Mount 
which 
had 
been chided by Sterling, a surgical patient, has 


70 miles per hour in a 60 mile 
zone. 
Theodore C. Arm introut, 58, 
Piketon; $24 bond forfeiture for 
speeding 65 miles per hour in a 
50 mile zone. 
Ronald A. Irion. 24, Colum­ 
bus; 
$24 bond forfeiture for 
speeding 75 miles per hour in a 
60 mile zone. 
Buck Dean Jones, 18, 
Ham­ 
tramck, Mich.; 
$20 bond for­ 
feiture for speeding 70 miles 
per hour in a 50 mile zone. 
Thelma Anderson, 
Ypsilanti, 
Mich.; $15 and costs for speed­ 
ing 65 miles per hour in a 50 
mile zone. 
Ralph D. Chabot, 31, Ports­ 
mouth; $20 and costs for speed­ 
ing 70 miles per hour in a 50 
mile zone. 
David 
Thompson, 
Hialeah, 
Fla.; $25 and costs for speeding 
75 miles per hour in a 50 mile 
zone. 
Phillip E. H a n c h, Newton 
Falls; $25 and costs for speed­ 
ing 75 miles per hour in a 50 
mile zone. 


* • * 
been dismissed from 
Fayette 
Memorial Hospital, Washington 
C. H. 


Paul Hanley, 131 Edison Ave., 
is a medical patient in Mercy 
Hospital. Columbus. He 
ii 
in 


IN OTHER 
business 
t h e j prem ier George Papandreou for 
Commissioners 
discussed 
the bunching 
a 
military 
drive 
possibility 
of 
new 
window against a Turkish Cypriot coast- 
fram es at the county jail with ^ stronghold 
without 
consult- 
Sheriff Walton W. Spangler. No ,n g Greece. The attack brought 
immediate action was taken. 
four davs 
o{ Turkish fighter 
The solons renewed a contract ra ids on Greek Cypriot towns, 
with Children’s Hospital in Co- 
Greece’s NATO forces total room 182 D. 
lumbus for the care of Picka- 120.000 men and its entire air 
-------- 
way County 
indigent 
patients force more than seven fighter ) 
Richard E. Dawson, 319 Long 
deemed eligible for treatment, lam ber squadrons, is commit- St., is a medical patient in St. j 
The rate was set at $40.0i per j ^ 
to the alliance. Like the 1 Anthony Hospital. Columbus. He; 
day per patient 
Turkish 
armed 
forces, most is is room 270. 
Greek units have U.S. equip 
-------- 
ment. 
Lots 
of 
antiques including 
The statement said the head- china and glass, household fur- 
quarters of the Greek NATO de- rushings, etc. Will sell at 117 
tachment would be transferred N. Scioto Street Wed., Aug. 19. 
from the Turkish port of Izmir, I Forrest Brown and Jim F o r d , ) 
Mrs. Daisy Hammel Stalter, | 180 miles east of Athens, toJ Auctioneers, 
f o r m e r l y of Circleville, died Salonika in northern Greece. 
10:30 a. rn. yesterday in th e ! 
--------------------------- 


Deaths 


MRS. DAISY H. STALTER 


mi 


MARY ANNE JOHNSON 


Student Nurse 


To Graduate 


Detroit Resident 
Bound to Grand Jury 
John Ellis Ragland. Detroit, 
was bound to the Grand Jury 
by Municipal Court Judge Ster­ 
ling Lamb yesterday under a 
$750 bond. 
Ragland entered a plea of 
guilty to a charge of non-sup- 
Alva E. Teegardin and others |POrt fUed b* Mary Ragland. 
to Boyd E. Teegardin, 0.72 of an 
acre, Harrison Twp. 
Local OSP Post 
Needs Dispatchers 
Sgt. S. L. Adomaitis of the 
Circleville Patrol Post said to­ 
day dispatchers are needed at 
the post. 
i 
, 
„ j. - 
_ I 
He noted that two dispatchers 
A North 
a roll na man has recentiy employed at the post 
been sentenced to the 
Mans- are 
now 
attending 
the 
OSP 
field 
Reformatory 
a f t e r he Training Academy, 
plead guilty to charges of auto 
Persons interested in the po- 
larceny. Judge William Ammer aition may contact the sergeant 


Man Sentenced 


For Car Theft 


heard the case 
Michael W i l l i a m Sechler, 
China Grove. N. C., 
appeared 
before the court on a bill of in­ 
formation waiving his rights to 
possible 
indictment 
by 


at the Circleville Post. 


Clinton Water 


Sale OK Asked 


COLUMBUS, 
Ohio 
(AP) — 
Clinton County Water Co. said 
today it has agreed to sell its 
facilities in and around 
Wil­ 
mington for $3,075,000. 
The company asked the Pub­ 
lic Utilities Commission’s per­ 
mission to go through with the 
sale to the City of W’ilmington. 
It said the city contemplates 
no increase in rates. 
Commission officials said they 
; probably will act on the appli* 
I cation by the end (rf the month. 


I Clinton County Water would con- 
tinue to serve the village of Sa. 
I bina and its environs. 


Lines To Be Painted 
City officials announced today 
that the local Service 
Depart- 
grand jury, lie was sentenced men* wdl begin the repainting 
to the penal institution for a pc- 
center anf! divider lines along 
riod of two years. 
streets. Police C h i e f Robert 
Temple requested drivers to be 


home of her daughter, Mrs. Wil­ 
liam Bailey, Springfield, O. 
Survivors include two daugh­ 
ters, Mrs. Bailey and Mrs. Ted 
Purcell of Lancaster, and 
a 
nephew, Herbert Hammel, Cir­ 
cleville. 
Services 
will 
be 
I 
p. rn. 
Wednesday at the Austin Rich­ 
ard Funeral Home, E. High St., 
Springfield. Burial will be 3:30 
p. rn. the same day in Forest 
Cemetery, Circleville. 
Friends may call at the funer­ 
al home until time of services. 


2 Honor Camp 


Escapees Nabbed 


ZANESVILLE, Ohio (AP) — 
Two convicts who escaped from 
a prison honor carap near here 
Sunday were captured today. 
The Muskingum County sher­ 
iff’s office said Robert Lee Ma­ 
son, 
31, 
and Jam es 
Edward 
Holmes, 33, were nabbed this 
morning shortly after Holmes 


Johnson Rejects 


Radical Policies 


WASHINGTON (AP) - Presi­ 
dent Johnson voiced strong sup­ 
port for private enterprise Mon­ 
day and said he does not believe 
“ the American people are inter­ 
ested in economic radicalism or 
recklessness.” 
He rejected what he said was 
the talk of some for “ radical 
changes in our policies — of 
greater governmental interven­ 
tion in the economy or abrupt 
governmental withdrawal from 
Elotse Beauty Salon Is run 
our commitments to our peo- ning a back to school special 


Miss 
Mary 
Anne 
Johnson, 
—ad. j daughter of Mr. and Mrs. Paid 
----- - 
A. Johnson. 584 Woodland Drive, 
Saltcreek 
Twp. 
card 
part) will be graduated Aug. 27. from 
Thursday. August 20, 8 p. rn. at I the 
M i a m i Valley Hospital 
the school. 
—ad. School of Nursing, Dayton 
The 94 member class will re- 
Card party Eagles basement ceive pins and diplomas at eve- 
135 E. Main, Circleville, Wed., rung commencement exercises 
Aug. 19, 8:00 P. M. 
—ad. j to be held in the auditorium of 
the National Cash Register Co. 
Circleville 
B o o s t e r 
Club 
Miss Johnson is a graduate of 
Meeting. Ted Lewis Park, Wed 
Circleville High School. During 
Aug. 20, 8:00 p. rn. 
—ad. j ber sophomore year in nursing 
school she served as secretary 
of her class. 
She has been active in tho 
school’s Nightingale Chorus, q 
member of the Student Nursu 
Assn. of Ohio and active on var­ 
ious commitees. 


Tarlton 
Methodist 
Church 
Fish 
Fry 
Community 
Hall, 
Thurs., Aug 20th. Serving 4:00- 
8:00 p. rn. All you can eat. 
—ad. 


pie. 
The 
President’s 
comments 
came at a W’hite House meeting 
of the board of directors (rf the 
Communications Satellite Corp. 


Single Soviet Rocket 
Launches 3 Satellites 


on permanent Aug. 18-25. —ad. Contractor Assn. 


Schedules Meet 


The 
Pickaway County Con­ 
tractors Assn. has scheduled a 


lumbus when arrested in Febru 
ary 1960. 
The two made their escape! the series. 
from the Roseville Prison Farm 


From 12:00 noon to 1:00 p.m. 
on Wednesday. Sept. 9th poll­ 
ing places located at the Town­ 
ship House is Derby. Council 
House at Ashville. TW n H a l l dinner and business meeting to* 
at New Holland, Fire House at m o r r o w at the Hall-Adkins 
Th#* 
Rns. ^dliam sport 
and 
the 
Fire American Legion Post. 
House 
at 
Tarlton 
will 
be 
Robert Kenworthy, president 
of the organization, said the din­ 
ner meeting will start at 6:30 
trations or changing addresses. I p. m. The business session it 
Anyone in the Circleville area set for 7:30. 
j may go directly to the Board 
T h e 
association, 
organized 
♦n / I m r m ^ 
w i t i 
°* 
Elections 
Office C o u r t here last month, represents all 
, to - program of Soviet rn- Ho(Jse 
Pickawly 
Co. 
Bd. 
cl type* of general builders 
and 
Elections. 
—ad. associated firms in this area. 


MOSCOW (AP) 
... 
.. 
s,f ns 
three more sat- open for 
in these areas 
was spotted walking rn an alley dines in the Cosmos series to- (or ^ 
, <yt nfw 
No other details of their ar- ] day, all three from the same 
rest 
were immediately avail- j rocket, Tass said. The rocket 
able. 
J was described as a new type. 
Holmes is a native of Zanes­ 
ville and Mason is a native of en to a progra 
Emporium, Pa., but lived in Co- strument exploration in space. 
The new launching made a to­ 
tal of 40 satellites launched in 


8 Men Sent 


For Physicals 


aware of the project 
operate with workers. 
and co- 


Compovtment Opened 
Mrs. 
Jane 
Kohn, 
416 Faye 
Eight registrants at the Pick- Ave., told city police yesterday 
away County Selective Service that the glove compartment of 
Board have been sent to Ft. her car had been tampered with 
Hayes, Columbus, for pre-in- while the auto was parked on 
duction physical examinations. Pinckney St. Officers said noth- 
They were: 
ing appeared to be missing. 
Donald W. Young, Route I , ! 
--------------------------- 
Orient; Donald L. Wallace, Ori- 
By 1729 some 14 types of sub- 
ent; Jeffrey L. Eitel, Route 3; marines had been patented in 
Joseph A. List, 819 S. Washing- England and many more in oth* 
ton 
St.; 
Kenneth 
E. 
Kuhn, er European countries. 
Route 4; Peter J 
Pharr, 480 
Stella Ave.; D o n a l d Conley, 
Route I, Mt. Sterling: and Wil­ 
liam A. Graham, Orient. 


guard and commandeering 
car. 


filtration plant by disarming a Judge Reads Vow* 


* 
Leroy 
Irvin S l a c k . 
Lock- 
______________ 
bourne Air Force Base, 
and 
. 
. 
n 
£ i 
Erma Lou Wilburn, 
Route 
2, 
Integration Peaceful 
Williamsport, 
were 
united 
in 
GREENSBURG, La. (AP) — marriage yesterday by Munici- 
Three Negroes return for their pal Court Judge Sterling M. 
second day in a formerly all Lamb, 
white high school in rural Lou 
isiana today. Thus far, things 
have gone peacefully. 


The only way a justice of the 
Supreme Court of 
the United 
States can be removed from of­ 
fice is by impeachment. P r o ­ 
ceedings must be initiated by 
the 
House of Representatives 
and carried out in the Senate. 


SEYMOUR’S 
120 VV. Main Si. 
SERTA 
MATTRESS 
SALE 
$39 
.75 


WINNER OF 3 ACADEMY AWARDS 


M ETR 0 -G 010 W YN -M AYER and CINERAM A present 
~ v - HOW 
IHE WEST 
'WAS WON 
MKTVtOCOUMT 
STARLIGHT 


24 
(GREAT STARS) 


TOP DIRECTORS! & 
% 


S t a r t s 
Thurs. 


LAST 
TIM E 
TO N ITE 


THE NO. I ATTRACTION 
OF ALL TIME 


L ^ O P A T fc A 
COLOB av DC Luxe 


SCHC OUI ID ff RFOffMAftCf S AT 
8:40 


•OKOFftCf 0PUII Al 
7:15 


Short Subjects Start at 8:00 


Starlight 


NOW THRU WED. 


FIRST TIME AT 
POPULAR PRICES! 


DARRYL F. ZANUCKS THE 
ijO 
is t& 
e & 
'T 
DAY 


* m w 
s, comet** « r u 
•»»— 
h N a Cmwt/m 


Regular Adm. Pricea 


jYladet cJunela£ T{ome 


h fm A n 
BOOROM 
OF THI 
60UKA 
m u 


2 WAY RADIO ft 
OXYGEN 
EQ UIPPED 
A M BU LAN CE 
Serving 


Anywhere 


It is not at all unusual for 


local families to be visiting in 


a far-distant city or state when 


the need for a funeral director's 


services occurs. Whatever the 


distance, we may be relied 


upon for complete, economical 


assistance. 


51 st year 
CIRCLEVILLE 
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Revival of Buster Keaton 


Art Keeps Comic Busy 


EQUESTRIAN ADVISERS — The Pickaway County Colt and Equitation 4*H Club has b een 
guided b y four adv isers during the past year. They are, left to right, Marv in Rek-helderfer, Ster­ 
ling Poling, Celia Denofre and Dr. F. P. Dunlap. 


2 Hit-Skips 


Prelude to 


Fatal Crash 


Business Briefs 


By BOB THOMAS 
AP Mov ie-Telev ision W riter 
HOLLYWOOD 
(AP) 
_ 
“ I 
could retire mighty easy,” says 
classic 
comedian 
Buster Kea­ 
ton. But his pub lic — or mayb e 
it's Keaton — won't let him. 
B uster b ought 
a 
retirem ent 
home in the San Fernando Val­ 
ley with the proceeds from his 
fiLm b iography, b ut he sees less 
of it than he’d like. The reason: 
The rev iv al of the Keaton art 
continues to flourish. 
His silent features, with noth­ 
ing added b ut a musical score, 
hav e b een drawing crowds in 
Europe. Buster owns 10 of the 
old 
comedies, 
plus 
numerous 
shorts, 
and 
plans 
to 
release 
them ab road and in thus coun­ 
try*. 
He’s b usy with new films, too. 
He 
just 
returned 
from 
New 
York where he starred in an 
av ant garde mov ie for Samuel 
Beckett, “ Waiting for Godot.” 
Now Old Frozenface nas stuck 
a feather in his pork-pie hat and 


I b each-party pictures. 
Another 
recent 
assignm ent: 
working up comedy routines for 
the Ice Follies. 
“ I tried to conv ince the b oys 
to 
b e 
com edians 
first 
and 
skaters second, 
b ut 
I failed,” 
Buster 
sighed. 
And he has made a lucrativ e 
sideline of telev ision 
com m er­ 
cials. While in New York he ap­ 
peared in a Keystone Cop se­ 
quence for Ford trucks and he 
has 
huckstered 
for 
headache 
rem edies and other products. 
His next assignm ent sounds 
like a dream . He will star in a 
16-minute 
short 
for 
Canadian 
National Railways to extoll the 
joys of railroad trav el through 
i Canada. 


The World Today 


WASHINGTON (A P) — The tary council, and m ade him self 
Viet 
Nam picture 
is just as prem ier. Things got no b etter. 
m urky 
and 
b affling 
as ev er, The Red guerrillas continued to 
with peace no nearer and the b ecome more b old and power- 
new leadership doing w hat the |ful, despite Am erican help 
old leadership did alm ost a year 
As u,e monUls 
^ ' 
ago on a road that ruined it. 
« 
* 
.. 
* 
. 
, 
01 
., 
American liv es were lost in Viet 
On 
Aug. 
21, 1963 the 
then ■ 
m. 
President Ngo Dinli Diem, neck- \ 
' 
1<*re 
was 
tall{ 
that 
deep in troub le with Buddhists Khanh was in troub le and his 
in his own South Viet Nam and re£ ime 
shaky. 
Then, 
in the 
Red guerrillas from North V iet1 m^ si of the b ig excitem ent two 
Nam, tightened his control b y weel<s a£ °, he mov ed like Diem 
proclaim ing a state of siege. 
This, in effect, was m artial 
law with its v arious restrictions. 


to strengthen himself. 
I he excitement b egan 
when 
Red PT b oats from North Viet 
The United States, which had ^ ain attacked an Am erican des- 
b een b ailing out the Vietnam ese I troyer 
since the French were driv en 
away in 1954, didn't like D iem ’s 
perform ance. 


American carrier - b a s e d 
planes destroyed or dam aged 
ab out 25 North V ietnam ese PTI 


Savings Seen 


By Purchase 


A new Columb ia Gas 12-month; of spreading the heating cost is playing Chief Rotten Eagle in 
D 
« w 
a m 
b u d g e t paym ent plan 
that ev enly ov er 12 months. 
¡"P aja m a P arty,” a new concoc- 
I 
■ l / W 
C l 
giv es natural gas custom ers an 
The b udget paym ent plan b e- tion frorn the m akers of the 
opportunity 
to 
spread 
winter g j n s 
in 
Octob er each year I ------------------------------------------------ 
heating costs ev enh 
ov er the T h o s e joining the plan norm allv ^ 
i 
• 
l a 
entire year was announced to- will pav the sam e amount each 
f J U . Q 


*v ’ 
„ 
month 
Each m o n t h l y pay | W I M U 
_ 
“ Normally, you pay ab out 64 ment will ^ approxim ately one-j . 
A 
. 
. a 
lum b us. who was killed west of P°r cent of the total annual gas twelfth of v our total cost for gas 
H 
Circlev ille on Route 22 v ester-fb dl f°r your home in the four serv ice for one v ear 
■ ▼ I d IV I 
I I C U I I 


Arthur Heav en J r , 20, Co* 


day, was refv orted to hav e b een 
inv olv ed in two hit-skip acci­ 
dents b efore the fatality here, 
B eav en's car sides* iped an 
auto 
driv en b y Maurice 
A. 
Hairston, Taswell, \a ., near 
the intersection of Routes 23 
and <62. 
The car then swerv ed into the 
m edial strip of the four I a n e 
h i g h w a y and mto the north­ 
b ound lane where it sides wiped 
another auto driv en b y George 
E. Myers, Route 1, New Hol­ 
land. 
Beav en 
crossed 
the 
m edial 
strip again and continued south 
on Route 23 where he was spot- 


coldest w eather m onths,” said 
G. 
Ninde 
Lawson, 
Circlev ille 
m anager for Columb ia of Ohio. 
“ Now, 
under the 
Gas Com­ 
pany's 
new* 


8 Penalized 


For Contempt 


Of Court 


For Youth 


serv ice for one year 
Should ab norm al w eather con-! 
ditions or other factors 
necessi­ 
tate a change 
in the b udget: 


.. n v ou 
' 
Y 
o 
J 
S 
'.'he n .K V K ,AM> 
™ 
plan, >ou hav e the opportunity 12U) momh o{ ^ 
b udi(., Dav . | Planas. troub led b y a 
heart ail- 


plan.” 
; merrt SUKe b lrth> ^ 
leav e St. 
-m. 
J 
* 
* 
u L 
a- 
V i n c e n t Charity Hospital 
The am ount that each heating 
W ednesday knowing 
that 
his 
custom er would 
pay 
monthly 
tri 
,0 Clev eland from P ara 
under the new b udget plan will g 
worthwhile. 


i m T . , 0" 
, 
^ gas ! 
D o« « ” hav e told the 17-year- 
old y» “ th that the operation he 
" 'm0U,nt' 
: underwent earlier this month re- 
M 
. 
h adv antage 
lred hls heart and he should 
of the new plan, the custom er 
only need make a check m ark 
YOUNGSTOWN, Ohio (A P)— on the rev erse side of the b ill, 
A common 
plea s court judge in 
a PPr°Pria te b ox m arked 
ted b y Patrolm an Vic Ralston criticized two of eight men o n ‘‘Cht*ck 
b ere 
to 
join Budget 
. . . . . I 
4 
i _ 1 « 
D l . . ’ > 
nea r the Apple House 
whom he imposed jail sentences Plan ’ 


b e ab le to lead a normal life. 
Planas, son of Alb erto Planas 
head of internal security in P a r­ 
aguay, cam e to Clev eland so 
that Dr. E arle B. Kay, a pio- 
, 
_ 
, 
, 
, 
, neer in the techniques of open- 
p tT K n i \ i , v 
P . , 
and fm es ,or « » tem p» of court 
C ustom ers who already are h, . art s u rg ery, could operate on 
PATROLMAN 
RaUton b egan Six others drew fines. 
using the old b udget plan need 
teen-ager’s heart 
pursuit of the hit-skip m otorist. 
Judge Sidney Rigelhaupt Mon take no action to continue under 
He said 
Beav en 
turned 
onto ¿ay singled out Michael Pezell the new plan, Lawson said. 
Route 22 off the cloyerleaf and of Campb ell and Paul Mastro- 
headed towards W illiamsport at doneto of Youngstown for their 
M a n Believed Killed 
• high rate of speed 
b ehav ior Both are awaiting trial R 
« ... 
. D 
n . 
The fleeing auto was clocked 
on gamb ling charges filed since 
V M ir - J f lu- K un 
U r iv c r 
at 90 miles per 
hour 
seconds 
a 1963 64 Mahoning County grand 
LEBANON, Ohio (A P) — An 
b efore the fatal cra^h, Patrol- 
jury 
completed 
its 
prob e 
of autopsy reportedly shows Rod-! three months 
ago b y Dr. Nicho- 
m an Ralston said 
Beav en ap- 
crim e and v ice in the area. 
| ney Cox. 41, Ma ine v ille, suffer- ias Rruer, 
a cousin and a Para- 


Planas was b orn with a heart 
lesion, a narrow v alv e which 
restricted his b lood flow. Ov er 
the last two years he suffered 
shortness of b reath and fainting 
spells. 
His 
troub le 
was 
diagnosed 


parently lost control of the auto 
j 
“ They apparently hav e learn- ed a fractured neck and skull 
guayan internist who receiv ed 
which v eered off the right 
side ed nothing of respect for the am: 
il injuries and prop* his * medical education in the 
of the highway, crashed into a 
law since they were cited tor ab ly was the v ictim of a hit- United States. A professor at 
utility- pole and rolled 
on er se v -, contempt 
of court ” said the and run 
motorist. 
the National Univ ersity at Asun- 
•ra i tim es. 
| tudge. 
He fined 
Mastrodoneto Cox’s b attered b ody was found cion, P araguay’s capital 
Breu- 
Beav en was thrown from 
the $500 and sentenced him to 10 Sunday 
along 
Ohio 
122 
near er was fam iliar with the work of 
dayt in county 
jail. Pezell was Fosters, sheriff’s deputies said. Dr. Kay and the Planas fam ily 
ordered 
jailed 
two days and A search for the possib le mo- decided to b ring their son to 
i torist is b eing m ade. 
the American heart specialist. 
The contem pt charges stem ­ 
med from the refusal of wit* I 
nesses 
to 
testify 
b efore 
that 


•uto in the crash 
The t r a f f i c v ictim was 
a drill press operator at Swan 
M anufacturing Co., Columb us. 
He was a n um * <*i Monogah. 
M 
Va. 


COLUMBUS, Ohio (A P) - A 
study 
com m ittee 
says 
Ohio 
could sav e $30 million ov er a 
10 year period b y purchasing ad 
ditional electric pow’er instead | 
of enlarging generating facili 
ties. 
The com m ittee, which studied 
power needs of 54 state in stall a 
tions 
including 
state-supported 
univ ersities, hospitals and cor­ 
rectional institutions, calculated 
sav ings of $26.2 million through 
alternativ es to self-generation of 
power. 
Ohio would also receiv e an in­ 
direct b enefit of $2.7 million in 
state and local taxes paid b y 
utilities on serv ice sold to in­ 
stallations, the report estim ated. 
The com m itee was composed 
of Chairm an C. M aynard Turn­ 
er* Cincinnati Gas 
& Electric 
Co. 
v ice 
president; 
Ev an 
E. 
W illiams, assistant to the presi­ 
dent of Columb us & Southern 
Ohio E lectric Co., and Paul H. 
Grav elle, Toledo Edison Co. v ice 
president. 
Their report said that under 
present operations, total oper­ 
ating and capital im prov em ents 
for 35 m ajor installations in 10 
years would cost $119.6 million, 
and if all electricity was self­ 
generated it would cost $133.3 
million. 
Howev er, the cost would b e 
$107.1 
million 
if power were 
purchased or generated only as 
recom m ended, 
the 
com m ittee 
estim ated, for a potential sav ­ 
ings of $26.2 million less than 
for self-generation and $12.5 m il­ 
lion b elow present operations. 


But it kept on sending aid — b oats. Four PT b oat b ases and 
ab out $500 million of it a year — an oi^ depot were dam aged, 
to crush the Red guerrillas who, 
While the W estern world won- 
w eren’t then, and aren ’t now, derod 
what 
the 
Communists 
b eing crushed. They are ev en would do now, Khanh did some- 
stronger now, and m ore daring, thing himself on Aug. 7. Like 
Diem’s 
effort 
to 
strengthen l)iem 
of 
a 
year 
b efore he 
his grip didn’t work. His gener- declared a state of em ergency 
als got fed up with him . In an throughout South Viet Nam. 
arm y 
coup 
which 
seized 
the 
This 
m eant 
tougher 
control 
gov ernm ent last Nov . 1 Diem ov er 
the 
civ ilian 
population, 
and his b rother, Ngo Dinh Nhu, censorship, trav el, food distri- 
were killed. 
; b utions, stronger authority for 
The new gov ernm ent b ecam e arres^ng people in their homes 
the rev olutionary council of offi- a°d searching 
them , 
and 
the 
cers headed b y b e n . Duong Van death penalty for terrorism . 
Minh — Big Minh — who was 
The announced intention of all 
such a poor adm inistrator that this 
was to strengthen South 
the country slid from b ad to Viet Man against the Reds. It 
w orse- 
also strengthened K hanh’s 
hold 
The Minh junta promised re- on 
j°b * b ut for how long, re ­ 
spect for 
“fundam ental lib er- m em b ering w hat happened to 
ties” and free elections as soon Dier» i, is uncertain, 
as 
“ conditions 
perm it.” They 
Then Sunday his leaders of 
hav en’t 
perm itted 
yet. 
T his;------------------------------------ — ... 
country recognized the new re- n 
t i 
• • 
■ 
gime. which didn’t last long. 
K u n n e r - U p 
L i s t e d 
There 
was another m ilitary 
coup on Jan. 30, 1964, this one; 
led 
b y 
Maj. 
Gen. Nguyen 
Khanh, 36, who had b een in on 
Miss M arilyn Gaines, daugh- 
the Nov emb er coup, b ut late. So ter of Mr. and Mrs. Paul Gines 
Khanh s m ilitary 
junta 
took 623 Clinton St., is 
a runner-up 
o\e r from Minh s m ilitary jun in the prelim inaries of the Miss 
ta - 
USA Contest. 
It was a b loodless coup, like 
Miss Gaines, a 1959 graduate 
rearranging 
the 
furniture 
of of Circlev ille High School, re- 


In Beauty Pageant 


gov ernm ent, 
and 
Khanh 
let 
Minh sav e some face b y retain­ 
ing him as an adv iser. 
The new b oss ran the country 
with the help of a 35-man mili- 


ceiv ed second place in the Miss 
Ohio Beauty Pageant. 
She is a receptionist for P at­ 
ricia 
Stev ens 
C areer College, 
Columb us. 


By James Marlow 


the arm ed forces elected him 
president and v oted a new con- 
statution. This is not the same as 
free elections. Khanh wound up 
with dictatorial power. 
This 
m ay hav e opened the 
door to greater participation b y 
Am erican m ilitary adv isers in 
decisions against the guerrillas. 
But it also m ay b e the prelim i­ 
nary to a new m ilitary coup 
throwing K hanh out. 


Ohio's Dem 


Delegation 


Said United 


COLUMBUS, 
Ohio 
(A P) 
— 
State D em ocratic C hairm an Wil­ 
liam Coleman says Ohio’s 99- 
v ote delegation to the p a rty’s 
national conv ention wall carry 
weight b ecause it is united. 
“ I feel v ery good ab out the 
Ohio delegation,” Coleman told 
newsmen 
Monday. 
“ We 
will 
show a united front at the con­ 
v ention and act w holeheartedly 
for President Johnson and his 
choice for a running-m ate.” 
The conv ention opens in At­ 
lantic City next Monday. 
Coleman 
recalled 
that Ohio 
was the only large state to v ote 
solidly for nomination of the late 
President John F. Kennedy and 
form er Vice President Lyndon 
B. Johnson at the 1960 conv en­ 
tion. Other b ig state delegations 
split their v ote that year. Ohio 
had 64 v otes in 1960. 
Delegates 
agreed last week 
to b ack Johnson and his choice 
for 
v ice 
president, 
pledging 
them selv es nominally to Cuya­ 
hoga County chairm an Alb ert S. 
P orter as “ fav orite son” stand- 
in for Johnson. 
Two m em b ers of the Ohio del. 
egation—State Rep. Bernice K. 
M acKenzie of Canton and Lucas 
County chairm an John P. Kelly 
of Toledo—w ere in W ashington 
Monday for opening of hearings 
on 
the 
party 
platform . 
M rs. 
MacKenzie is a delegate - at- 
large. Kelly is a 9th D istrict 
delegate. 


Serv ices are to b e held 2 p m . crim e-prob ing 
grand 
jup \ 
Thursday at the Woodyard E ast to 
CIte^- 
Chapel, 
C o l u m b u s , 
friends may call. 
where 


How Weather 


Looks Today 


CENTRAL 
OHJO 
cloudy with chance of a few 


Others 
cited 
for 
contempt, 
their jail term s and fines im ­ 
posed w ere: 
H arry George, William Lantkii 
ami Peter Manos, all of Youngs, 
town, two days, $100 fine and 
costs: William Gaul, of Struth- 
ers. two days, $100 and costs; 
Joseph 
Pierri of Youngstown, 
one day, $100 and costs, and 
Jam es Naples, a b rother of slain 
artlv racj(eteers Sandy and William 
Naples, two days, $100 and costs. 
ahow’ers tonight and W ednesday. 
£ 
" 
h 
You* Fatally Shot 
SOUTHEAST OHIO — Partly Playing with Gun 
cloudy with chance erf a few 
CLEVELAND (A P) — A 19 
showers tonight ami W ednesday, year-old east side b oy was shot 
High W ednesday 82-85. Low to- in the chest and killed Monday 
rnght 55-58 
when a gun two other b oys were 
SOUTHWEST OHIO — Mostly playing with w’ent off. The v ie* 
fair 
tonight 
with 
lows 
56-62. tim was Leon Jennings. 
Partly cloudy and mild Wednes- 
The shooting occurred in the 
day. 
home of a 14 year-old b oy, who 
NORTHWEST. NORTHEAST told police he got his father's 
AND EAST CENTRAL OHIO - shotgun from a 
b edroom 
and 
Partly 
c l o u d y 
tonight 
and took turns with a 15-year-old b oy 
W ednesday with a chance of a pointing it at Jennings. The 14- 
few 
shuwrers 
and 
not 
much year-old said he w*as holding the 
change in tem perature. Low to- gun when it fired and Jennings 
night 55-62. 
was struck. 
“ Another 
new pair? 
All we do 
is buy shoes!” 


Fa milia r wo rds? They a re if y o u ha v e a g ro wing 
fa mily . Why no t sto p in a nd see us when y o u ha v e a 
m o ney pro blem fo r a ny wo rthwhile need such a s 
o utfitting the fa mily . We kno w wha t it is to need 
m o ney . We’re in business to help fo lks who do . Sto p 
in o r ca ll to da y . 


ECONOMY SAVINGS & LOAN COMPANY 


TWO 
DOOR 


n 


REFRIGERATOR-FREEZER 


BIG ZERO-DEGREE FREEZER 


Holds up to 108 pounds. Door shelf for 
Vz gal. ice cream cartons. 


AUTOMATIC DEFROSTING 


in refrigerator section. 


PLUSl • 4 cabinet sh e lve s— one 


slides out • No coils on back • 2 


porcelain vegetable 


drawers • 13.2 cu. ft. $ 
0 
0 
0 
0 
0 


Net Volume »Copper- 
4 
U 
U 


tone, Mix-or-Match 
W .T. 


colors or White. 


Ask about our easy payment terms 


Ramb ler Clsssic 770 “Cross C ount//’ b uuon Wogon 


. ' ' 
$ 
k* :« P|EÍÍ 
El HI M M X m lai ñ 
% 
v 
ï 


S2 5 00 
t o 
S2 0 0 0 00 sam 
FOUNOID 1S9> 


LIFE INSURANCE AVAILABLE ON ALL LOANS 


117 W. Main St.— Phone: GRanite 4-2141, Circleville 


Year’s best savings on a best-selling wagon! 


Rambler’s Year- End Selling Spree is on now. Even during the 
regular selling season you could save $240 or more* 
over a top- size Ford or Chevrolet. Now you may save even more 
because Rambler dealers are really dealing to clear the decks for 
the ’65s. You get smart, sporty looks and more V- 8 power 
than the standard V- 8 in a Ford or Chevrolet wagon. With Rambler, 
too, you get Double- Safety Brakes, Deep- Dip Rustproofing, and 
other advantages you can’t get on the other two best- selling wagons. 


Live a little-with your savings, choose from sporty options like 
reclining bucket seats, console, floor shift (manual or automatic), 
power steering, power brakes, power windows. . . and lots more. 
Drive a Classic wagon to see how much car you’ve been missing. 
•Comparisons based on manufacturers’ suggested retail prices tor 
top-lme 4-door wagons with V-8 engine, heater and front seat belts. 


Drive a Rambler Classic V-8 Wagon 


Go where the deals are- Rambler’s Year- End Selling Spree is now 


AMERICAN MOTORS CORPORATION-DEDICATED TO EXCELLENCE 
YATES M O TO R CO. 
1 2 2 0 SOUTH COURT STREET 
Wa tch “ On Bro a dwa y To nig ht,” sta rring Rudy Va llee o n Cha nnel 1 0, 1 0 P. ML 
Wednesda y ev ening s 
PETTIT’ S 


130 S. Court- St. 


For 43 Years 


. . . A N D WE SERVICE! 
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gambler Classic 770 "Cross Country" Station Wagon 


EQUESTRIAN ADVISERS — The Pickaway County Colt and Equitation 4-H Club has been 
guided by four advisers during the past year. They are, left to right, Marvin Rekhelderfer, Ster­ 
ling Poling, Celia Denofre and Dr. F. P. Dunlap. 


2 Hit-Skips 
Prelude to 
Fatal Crash 


Arthur Beaven Jr., 20, Co- j 
lumbus, who was killed west of 
Circleville on Route 22 yester-1 
day. was reported to have been 
involved in two hit skip acci­ 
dents before the fatality here. 
Heaven's car sideswiped an 
auto 
driven by Maurice 
A. 
Hairston, Taswell, Va., near 
the intersection of Routes 23 
and 762. 
The car then swerved into the 
medial strip of the four I a n e 
h i g h w a y and into the north­ 
bound lane where it sideswiped 
another auto driven by George 
E. Myers, Route I, New Hol­ 
land. 
Beaven crossed 
the 
medial 
strip again and continued south 
on Route 23 where he was spot­ 
ted by Patrolman Vie Ralston 
near the Apple House. 
• • • 
PATROLMAN Ralston began 
pursuit of the hit-skip motorist. 
He said 
Beaven 
turned 
onto 
Route 22 off the cloverleaf and 
headed towards Williamsport at 
a high rate of speed 
The fleeing auto was clocked 
at 90 miles per hour seconds 
before the fatal crash. Patrol­ 
man Ralston said 
Beaven ap­ 
parently lost control of the auto 
which veered off the right side 
of the highway, crashed into a 
utility pole and rolled over sev­ 
eral times. 
Beaven was thrown from the 
■uto in the crash. 
The t r a f f i c victim was 
a drill press operator at Swan 
Manufacturing Co., Columbus. 
He was a native of Monogah, 
W. Va. 
Services are to be held 2 p.m. 
Thursday at the Woodyard East 
Chapel. 
C o l u m b u s , 
where 
friends may call. 


Business Briefs 


8 Penalized 
For Contempt 


Of Court 


The Circleville Herald, Tues. Aug. IS, 1964 
Circleville, 
Ohio 


Revival of Buster Keaton 


Art Keeps Comic Busy 


By BOB THOMAS 
AP Movie-Television Writer 
HOLLYWOOD 
(AP) 
_ 
"I 
could retire mighty easy,” says 
classic comedian Buster Kea­ 
ton. But his public — or maybe 
it’s Keaton — won’t let him. 
Buster bought a retirement 
home in Hie San Fernando Val­ 
ley with the proceeds from his 
film biography, but he sees less 
of it than he’d like. The reason: 
The revival of the Keaton art 
continues to flourish. 


beach-party pictures. 
Another 
recent 
assignment: 
working up comedy routines for 
the Ice Follies. 


The World Today 


WASHINGTON (AP) — The tary council, and made himself 
Viet Nam picture is just as premier. Things got no better, 
murky and baffling as ever, The Red guerrillas continued to 
with peace no nearer and the I become more bold and power- 
new leadership doing what the! ful, despite American help, 
old leadership did almost a year 
As the months passed more 
ago on a road that ruined it. 
On Aug. 21, 
1963 the then 
President Ngo Dinh Diem, neck- 


American lives were lost in Viet 
Nam. 
There 
was 
talk 
that 


deep in trouble with Buddhists 
“ I tried to convince the boys in his own South Viet Nam and 
first 
and 
I failed,” 
to 
be 
comedians 
skaters second, but 
Buster sighed. 
And he has made a lucrative 
sideline of television commer­ 
cials. While in New York he ap­ 
peared in a Keystone Cop se- 


His silent features, with noth-1 remedies and other products, 
ing added but a musical score, j 
His next assignment sounds 
have been drawing crowds in like a dream. He will star in a 
Europe. Buster owns IO of the i6.minute short 
for Canadian 
old 
comedies, plus 
numerous National Railways to extoll the 


Red guerrillas from North Viet 
Nam, tightened his control by 
proclaiming a state of siege. 
This, in effect, was m artial 
law with its various restrictions. 
The United States, which had 
been bailing out the Vietnamese 
qlienee for Ford trucks and he since the French were driven 
has 
huckstered 
for 
headache; away in 1954, didn’t like Diem’s 
performance. 


Khanh was in trouble and his 
regime 
shaky. Then, 
in the 
midst of the big excitement two 
weeks ago, he moved like Diem 
to strengthen himself. 
The excitement began 
when 
Red PT boats from North Viet; 
Nam attacked an American des-! 
troyer. 
American carrier - b a s e d 
planes destroyed or damaged 
about 25 North Vietnamese PT! 


By James Marlow 


the armed forces elected him 
president and voted a new con­ 
stitution. This is not the same as 
free elections. Khanh wound up 
with dictatorial power. 
This may have opened the 
door to greater participation by 
American military advisers in 
decisions against the guerrillas, 
But it also may be the prelimi­ 
nary to a new military coup 
throwing Khanh out. 


A new Columbia Gas 12-month j of spreading the heating cost 
b u d g e t payment plan 
th a t! evenly over 12 months, 
gives natural gas customers an 
The budget payment plan be- 
opportunity 
to 
spread 
winter g i n s 
in 
October each year, 
heating costs evenly over the Those joining the plan normally 
entire year was announced to- will pay the same amount each 
day. 
month. Each m o n t h l y pay- 
“Normally, you pay about 64 ment will be approximately one- 
per cent of the total annual gas twelfth of your total cost for gas 
bill for your home in the four service for one year. 
coldest weather months, 
said 
should abnormal weather con- 
G. 
Mode 
Lawson 
CircleviUe ;ditionJ or Qther (actors necessi. 
m anaser for Columba of Ohio. tate a change 
in ,he 
budget 
Now, under the Gas Com- amounb monthly payments will 
pany s 
new 
budget 
payment be adJusted jn Septcmbt.r, the 
plan, you have the opportunity [2th mon(h of the budgel pay 


ment plan.” 
The amount that each heating 
customer would pay 
monthly 
under the new budget plan will 
appear on the f r o n t of his gas 
bill that is due in September in 
a box titled ‘‘Budget Amount,” 
Lawson said. To take advantage 
of the new plan, the customer 
only need make a check mark 
YOUNGSTOWN, Ohio (AP)— on tbe reverse side of the bill, 
A common pleas court judge j? * 
. aPPr°Pr‘ate h?x marked 
criticized two of eight men on 
(. be?* bere t0 J0111 budget 
whom he imposed jail sentences ”lan 
and fines for contempt of court. 
Customers who already are 
Six others drew fines. 
using the old budget plan need 
Judge .Sidney RigeLhaupt Mon- take no action to continue under 
day singled out Michael Pezell 
new Plan- Lawson said. 
of Campbell and Paul Mastro-j 
"----------■— 
done to of Youngstown for their M a n Believed Killed 
behavior. Both are a waiting trial » 
u j i 
d h ii 
on gambling charges filed since " T H lt- a n d - R u n D riv e r 
a 1963-64 Mahoning County grand 
LEBANON, Ohio (AP) — An 
| jury 
completed 
its 
probe 
of autopsy reportedly shows ROd­ 
en me and vice in the area. 
I Bey Cox, 41, Maineville, suffer- 
‘ They apparently have l e a r n - ed a fractured neck and skull 
ed nothing of respect for the and internal injuries and prob- 
law since they were cited for ably was the victim of a hit- 
contempt of court.” said the and run m otorist 
judge. He fined Mastrodoneto 
Cox’s battered body was found 
$500 and sentenced him to IO Sunday 
along Ohio 122 near 
days in county jail. Pezell was Fosters, sheriff’s deputies said, 
ordered jailed two days and A search for the possible mo- 


shorts, 
and 
plans 
to release 
them abroad and in this coun­ 
try. 
He’s busy with new films, too. 
He 
just returned from 
New 
York where he starred in an 
avant garde movie for Samuel 
Beckett, ‘‘Waiting for Godot.” 
Now Old Frozenface nas stuck 
a feather in his pork pie hat and 
is playing Chief Rotten Eagle in 
‘‘Pajam a Party,” a new concoc­ 
tion from the makers of the 


joys of railroad travel through 
Canada. 


How Weather 


Looks Today 


CENTRAL 
OHIO _ 
Partly 
cloudy with chance of a few 
showers tonight and Wednesday. 
Low tonight 57, high Wednes­ 
day 82. 
SOUTHEAST OHIO — Partly 
cloudy with chance of a few 
showers tonight and Wednesday. 
High Wednesday 82-85. Low to­ 
night 55-58. 
SOUTHWEST OHIO - Mostly 
fair tonight 
with 
lows 
56-62. 
Partly cloudy and mild Wednes­ 
day. 
NORTHWEST, NORTHEAST 


fined $100. 
The contempt charges stem­ 
med from the refusal of wit­ 
nesses to testify before that 
i en me-probing 
grand 
jury. 
A 
total of 17 had been dted. 
Others 
cited 
for 
contempt, 
their jail term s and fines im­ 
posed were: 
Harry (George, William Lantkii 
and Peter Manos, all of Youngs ) 
town, two days. $100 fine and, 
costs: William Gaul, of Struth­ 
ers. two days, $100 and costs; 
Joseph Pierri of Youngstown, 
one day, $100 and costs, and 
James Naples, a brother of slain 
racketeers Sandy and William 
Naples, two days, $100 and costs. 


torist is being made. 


Ohio Medics 


Mend Heart 
For Youth 


CLEVELAND (AP) — George 
Planas, troubled by a heart ail­ 
ment since birth, will leave St. 
V i n c e n t Charity Hospital 
Wednesday 
knowing 
that 
his 
trip to Cleveland from P ara­ 
guay was worthwhile. 
Doctors have told the 17-year- 
old youth that the operation he 
underwent earlier this month re­ 
paired his heart and he should 
be able to lead a normal life. 
Planas, son of Alberto Planas 
head of internal security in P ar­ 
aguay, came to Cleveland so 
that Dr. Earle B. Kay, a pio­ 
neer in the techniques of open­ 
heart surgery, could operate on 
the teen-ager’s heart. 
Planas was born with a heart 
lesion, a narrow valve which 
restricted his blood flow. Over 
the last two years he suffered 
shortness of breath and fainting 
spells. 
His 
trouble 
was 
diagnosed 
three months ago by Dr. Nicho 
las Bruer, a cousin and a P ara­ 
guayan internist who received 
his medical education in the 
United States. A professor at 
the National University at Asun­ 
cion. Paraguay’s capital, Brew­ 
er was familiar with the work of 
Dr. Ray and the Planas family 
decided to bring their son to 
the American heart specialist. 


Ohio's Dem 


Delegation 


Said United 


COLUMBUS, 
Ohio 
(AP) — 
State Democratic Chairman WU- 


, 
1 
j , 
„ 
v u 
u j - j 
I b a m Coleman says Ohio’s 99- 
<1. They are 
even would do now Khanh didsame-1 vote delegation to the party1* 
, and more daring. 
| thing himself on Aug. 7. 
Like, national convention 
c»rry 
Savings Seen 


By Purchase 


Of Power 


COLUMBUS, Ohio (AP) — A 
study 
committee 
says 
Ohio 
could save $30 million over a 


IO year period by purchasing ad­ 
ditional electric power instead 
of enlarging generating facili­ 
ties. 
The committee, which studied 
power needs of 54 state installa­ 
tions 
including state-supported 
universities, hospitals and cor­ 
rectional institutions, calculated 
savings of $26.2 million through 
alternatives to self-generation of 
power. 
Ohio would also receive an in­ 
direct benefit of $2.7 million in 
state and local taxes paid by 
utilities on service sold to in­ 
stallations, the report estimated. 
The commitee was composed 
of Chairman C. Maynard Turn- 
er^ Cincinnati Gas & Electric 
Co. vice president; 
Evan E. 
WiUiams, assistant to the presi­ 
dent of Columbus &. Southern 
Ohio Electric Co., and Paul H. 
Gravelle, Toledo Edison Co. vice 
president. 
Their report said that under 
present operations, total oper­ 
ating and capital improvements 
for 35 major installations in IO 
years would cost $119.6 million, 
and if all electricity was self­ 
generated it would cost $133.3 
million. 
However, the cost would be 
$107.1 
million if power were 
purchased or generated only as 
recommended, 
the 
committee 
estimated, for a potential sav­ 
ings of $26.2 million less than 
for self-generation and $12.5 mil­ 
lion below present operations. 


But it kept on sending aid — ><>at'5-i Four PT boat bases and 
about $500 million of it a year — an 0 
depot were damaged. 
to crush the Red guerrillas who; 
While the Western world won- 
weren’t then, and aren’t n ow jd ered 
what 
the 
Communists 
being crushed 
stronger now 
Diem’s effort to strengthen ^ iem 
of a 
^ear 
before h*‘ I weight because‘ it *is united! 
his grip didn’t work. His goner- declared a state of emergency 
als got fed up with him. In an tbr°ughout South Viet Nam. 
army coup which 
seized the 
This 
meant tougher control 
government last Nov. I Diem over 
the 
civilian 
population, 
and his brother, Ngo Dinh Nhu, I censorship, travel, food distri- 
were killed. 
i butions, stronger authority for 
The new government becam e, arres^ n& PeoPle in their homes choice for a 
the revolutionary council of offi- and searching them, 
and the 
cers headed by Gen. Duong Van death Penalty for terrorism. 
Minh — Big Minh — who was; 
The announced intention of all 
such a poor administrator that this was to strengthen South 
the country slid from bad to I Viet Man against the Reds. It 
worse. 
I also strengthened Khanh’s hold 
The Minh junta promised re- on his j°b’ but for how lon§' re­ 
spect for ‘‘fundamental lib e r-numbering what happened to 
ties” and free elections as soon Diem, is uncertain. 
as ‘‘conditions perm it.” They 
Then Sunday his leaders of 


Youth Fatally Shot 
Playing with Gun 
CLEVELAND (AP) - A 19 
year-old east side boy was shot 
in the chest and killed Monday 
when a gun two other boys were 
playing with went off. Hie vic­ 
tim was Leon Jennings. 
The shooting occurred in the 
home of a 14-year-old boy, who 
told police he got his father’s 
AND EAST CENTRAL OHIO —-j shotgun from a 
bedroom 
and 
Partly 
c l o u d y 
tonight 
and took tunis with a 15-vear-old boy 
Wednesday with a chance of a pointing it at Jennings. The 14- 
few 
showers and 
not 
much j year-old said he was holding the 
change in temperature. Low to- gun when it fired and Jennings 
night 55-62. 
was struck. 
“ Another 
new pair? 
All we do 
Is buy shoes!” 


Familiar words? They are if you have a growing: 
fam ily. Why not s to p in and see us when you have a 
m oney problem for any worthwhile need such as 
outfitting the family. We know what it is to need 
money. We’re in business to help folks who do. Stop 
In or call today. 


ECONOMY SAVINGS & LOAN COMPANY 


$ 25°° T O 
$ 200000 


LIFE INSURANCE AVAILABLE ON ALL LOANS 


117 W. Main St.— Phone: GRanite 4-2141, Circleville 


Year’s best savings on a best-selling wagon! 


Rambler’s Year-End Selling Spree is on now. Even during the 
regular selling season you could save $240 or more* 
over a top-size Ford or Chevrolet. Now you may save even more 
because Rambler dealers are really dealing to clear the decks for 
the ’65s. You get smart, sporty looks and more V-8 power 
than the standard V-8 in a Ford or Chevrolet wagon. With Rambler, 
too, you get Double-Safety Brakes, Deep-Dip Rustproofing, and 
other advantages you can't get on the other two best-selling wagons., 


Live a little— with your savings, choose from sporty options like 
reclining bucket seats, console, floor shift (manual or automatic), 
power steering, power brakes, power windows...and lots more. 
Drive a Classic wagon to see how much car you’ve been missing. 
•Comparisons based on manufacturers' suggested retail prices tor 
top-line 4-door wagons with V-8 engine, heater and front seat belts. 
Drive a Rambler Classic V-8 Wagon 
Go where the deals are - Rambler’s Year- End Selling Spree is now 


A M ER IC A N MOTORS CO RPORATION-D E D IC A T E D TO EXCELLENCE 
YATES MOTOR CO. 
1220 SOUTH COURT STREET 
Watch “On Broadway Tonight,” starring Rudy Vallee on Channel IO, IO P. M. 
Wednesday evenings 


haven’t 
permitted 
yet. 
This 
country recognized the new re­ 
gime, which didn’t last long. 
There was another military 
coup on Jan. 30, 1964. this one 
led 
by 
Maj. 
Gen. Nguyen 
Khanh, 36, who had been in on 
Miss Marilyn Gaines, daugh- 
the November coup, but late. So ter of 
Mr. and Mrs. Paul 
Gines, 
Khanh s 
military 
junta 
took 623 Clinton St., 
is a runner-up 
over from Minh's military jun-lin the preliminaries of the Miss 
ta. 


Runner-Up Listed 


In Beauty Pageant 


It was a bloodless coup, like 
rearranging 
the 
furniture 
of 
government, 
and 
Khanh let 
Minh save some face by retain­ 
ing him as an adviser. 
The new boss ran the country 
with the help of a 35-man mili- 


USA Contest. 
Miss Gaines, a 1959 graduate 
of Circleville High School, re­ 
ceived second place in the Miss 
Ohio Beauty Pageant. 
She is a receptionist for Pat­ 
ricia Stevens Career College, 
Columbus. 


‘I feel very good about the 
Ohio delegation,” Coleman told 
newsmen 
Monday. 
‘‘We 
will 
show a united front at the con­ 
vention and act wholeheartedly 
for President Johnson and his 
running-mate.” 
The convention opens in At­ 
lantic City next Monday. 
Coleman recalled that Ohio 
was the only large state to vote 
solidly for nomination of the late 
President John F. Kennedy and 
former Vice President Lyndon 
B. Johnson at the 1960 conven­ 
tion. Other big state delegations 
split their vote that year. Ohio 
had 64 votes in 1960. 
Delegates agreed last week 
to back Johnson and his choice 
for 
vice 
president, 
pledging 
themselves nominally to Cuya­ 
hoga County chairman Albert S. 
Porter as ‘‘favorite son” stand- 
in for Johnson. 
Two members of the Ohio del­ 
egation—State Rep. Bernice K. 
MacKenzie of Canton and Lucas 
County chairm an John P. Kelly 
of Toledo—were in Washington 
Monday for opening of hearings 
on the party platform. 
Mrs. 
MacKenzie is a delegate - at- 
large. Kelly is a 9th District 
delegate. 


TWO 
DOOR 


REFRIGERAT OR-FREEZER 


BIG ZERO-DEGREE FREEZER 


Holds up to 108 pounds. Door shelf for 
Vz gal. ice cream cartons. 


AUTOMATIC DEFROSTING 


in refrigerator section. 


PLUS: • 4 cabinet shelves— one 


slides out • No coils on back • 2 


porcelain vegetable 


drawers • 13.2 cu. ft. S O O Q O O 


Net Volume* Copper- 
A n W 
W 


tone, Mix-or-Match 
W.T. 


colors or White. 


Ask about our easy payment terms 


PETTITS 


130 S. Court St. 


For 43 Years 


. . . AND WE SERVICE! 


How To Get There 


The In tern atio n al Air Tran sp o rt As­ 
so ciatio n rep o rts a n early 50 p er cen t 
In crease, co mp ared to the seco n d q u ar­ 
ter o f 19 6 3 , in the n u mb er o f p assen g ers 
fly in g the No rth Atlan tic ro u te to Eu ­ 
ro p e. 
This they attrib u te to redu ced 
air 
fares. Also p artially resp o n sib le is en ­ 
tertain men t b ein g o ffered in the air 
an d the co n tin u al g lamo r attached to 
the fo o d serv ed to airb o rn e trav elers. 
These additio n al aids to co mfo rt an d 
tran q u illity are essen tial to resto re a 
trav eler to a p eacefu l frame o f min d 
after the difficu lty he has ex p erien ced 
in ju st g ettin g ab o ard the aircraft. 
Tho u g h airlin es hav e carefu lly av o id­ 
ed tile q u estio n so metime, so meho w, 
so meb o dy is g o in g to hav e to so lv e the 
k n o tty an d ev erlastin g p ro b lem o f g et­ 
tin g to the airp o rt an d o n ce y o u are 
there k n o win g y o u r flig ht is g o in g to 


T h e C i r c l e v i l l e H e r a l d , T u e s . A u g , 1 8 , 1 9 6 4 
Circlev ille, Ohio 
' 
The Business World 
leav e at the schedu led time. 
In To k y o , the wo rld’s b ig g est city , au ­ 
tho rities hav e met this p ro b lem head 
o n . As p art o f their city reco n stru ctio n 
arran g em en ts fo r the Oly mp ic Games 
— in clu din g sewers — they hav e b u ilt 
a fo u r-lan e arterial ex p ress hig hway 
fro m the city cen ter to To k y o In tern a­ 
tio n al Airp o rt. 
The time req u ired to trav el fro m city ! 
to airp o rt has b een redu ced fro m 9 0 
n erv e-shatterin g min u tes to ab o u t 20. 
At least so the traffic directo rs in To k ­ 
y o saw 


The traffic tan g le in do wn to wn To k - I 
y o is fan tastic. Op timistic as the citi­ 
zen s in To k y o are fo r this hig hway b e­ 
in g the so lu tio n to their p ro b lem, hav e 
they tho u g ht ab o u t the difficu lties co n ­ 
n ected with simp ly g ettin g o n to the 
n ew hig hway ? 


LAFF- A- DAY 


Glaring Omission 


The Ho u se lo st n o time in co mp letin g 
co n g ressio n al actio n in the $207 millio n 
p ay raise fo r 1.8 millio n m em b ers o f 
the armed fo rces. The in crease wall b e 
effectiv e Sep t. I. 
The p ay raise was o n e o f the m at­ 
ters Mr. Jo hn so n wan ted settled b e­ 
fo re the Demo cratic co n v en tio n o p en s 
Au g . 24. Bu t it was n ev er the ro ad­ 
b lo ck to adjo u rn men t that is the case 
with the co n tro v ersial p o v erty an d fo r­ 
eig n aid au tho rizatio n b ills which the 
White Ho u se wan ts ado p ted in the n ex t 
three w eek s. 
Tile p ay b ill p ro v ides in creases ran g ­ 
in g fro m $45 mo n thly fo r g en erals an d 
admirals to $5 mo n thly fo r co rp o rals 
an d third-class p etty o fficers. Fo r mo st 
o f these, it will b e the seco n d raise in a 


By SAM DAWSON 
AP Business New s Ana lyst 
NEW YORK (A P ) - Labor - 
whether 
w a g es or jobs — is 
m ov ing into the business fore­ 
front this week. 
In the auto industry the tim e 
of decision is nea ring in con­ 
tra ct neg otia tions. How much of 
a wa g e increa se and other bene­ 
fits — or a strike And will the 
outcom e be felt in other indus­ 
tries 
J obs 
hav e 
been 
increa sing . 
And so has 
industrial output. 


born problem may be taking a enough in J uly to more than off- 
la sting turn for the better. Many j set a growing labor force and 
corporation 
econom ists 
might send the unem ploym ent ra te be. 
low the 5 per cent mark, to the 
joy of gov ernm ent econm ists. 
Labor can count 
oilier g o o d 
sig ns for the future. 
Corporate profits as a whole 
hav e risen to a record. Business 


wish to wa it a while to m ake 
sure. 
The job figures were helped 
m a rkedly this sum m er by the 
record in industrial production 
set in J uly, usua lly a sla ck peri­ 
od. 
The 
Federa l 
R eserv e expansion plans are them selv es 
Board s 
index 
jumped 
a 
full expanded almost ev ery month, 
paint. Except for the 1.5-point And productiv ity — that m eas- 
rise in April, this was the big- ■ ore of unit output per hour of 
je st increa se in 12 months. 
man labor — continues to rise 
. 
fa ctory 
fig ures 
show at a fa irly stead rate. 
The question is whether this is a that new hiring has been in- 
These three things add up to 
start of 
another upward 
push crea sing a t a fa ster than s e a -j this: Business is in a better po- 
for the econom y or just a short-! sonal ra te, while the layoff rate sition to offer more jobs to or 
term phenomenon in an unusual has dropped to the low est lev el pay a bit more to those already 
sum m er. 
for any month ainee February em ployed. 
The a dministration in Wash- 
1955. 
Union leaders are well aware 
uigton sa ys the Improv ement in 
This, and the stea dily increas- of this and hav e been tailoring 
unemployment 
in J uly 
could mg number of jobs in the serv - their dem ands to this improv e- 
well mean that at la st that stub- ice industries, 
apparently wa s ment in the corporate picture. 


Try and Stop Me 


- - - - - - - - - - - - - 
By BENNETT CERF- - - - - - - - - - - - - - 


dipt** 
^ © tang FmtuM Sywdfeftt*. lac., WM. World n*h«* 
yea r. since Cong ress v oted a $1.2 btl- 
^ 
you pass the drugstore telI Mr. Riordan to 8eod 
lion increa se in 1963. effectiv e la st Oct. I 
ov er a quart of chocolate ice cream.” 


This yea r's bill, howev er, ov erlooks 
_____ 
____ _____________________________________ 


dra ftees and lower - ranking enlisted 
personnel with less than two yea rs' ser­ 
v ice. 
Efforts to include them w ere 
halted by a pa rlia m enta ry m a neuv er 
which 
foreclosed deba te and a m end­ 
ment so the leg isla tion could go to the 
White House without dela ying the bill enraged to hear that an unknown had opened a pet shop 
in conference with the Sena te. 
3ust outside the I a ir 
grounds with a big sign 
The m ea sure is desig ned to encour- outside p r o c l a i m i n g 
ag e men and wom en to sta y in the ser- “ BILLY HOSE’S P E T 
v ices. But to exclude nea rly a third of SHOP.” Billy rushed ov er 
the armed forces from the pay ra ise 
certa inly is a g la ring om ission that does down by tomorrow morn- 
nothing for incentiv e nor for m ora le. 
ing, I’m going to get out 


The Asian Chessboard 


The r e a l l y m ena cing thing could figure in the minds of the 
ahem the situation in Southeast psychopoLiticians of Peiping that 
Asia is that it inv olv es threewa y 
n . ^ 
. 
brinkmanship and so in c r e a se s’ 
.. 
,n* 
Pi ck a war 
the 
im nondera h'ee 
that 
aff*** 
n the 
u n i t e d 
Sta tes 
in 
7..........• — y *•» « ** tw o* 
i„ tr 
udgmern Not o ^ v do I . h « « North V i e t n a m . Khrushchev 
was a P " " ™ * 
“ self, for 
Mao rTe .ung t n i g t U j l i e J ^ 
h*Ve t0 "<* 
<» e Red ° nlV 
................ 
what is in L y n d o n J ohnson'! 
Just t0 prov * hi* <™'n 


hl? ed laSh M a 7 ' 7 1 ‘ h bUt 
f o U - .c V T t o m f c T .? ' d e ie b p ‘•'orn,OJ-a hasa w ‘th° u< 'rouble: 
hav e both Mao and J ohnson try-; 
_ 
I 
hnncmct U lf h fhom tkwAA O 


By J o h n C h a m b e r l a i n 


r a i d e d a Red Chinese strong 
point at Shanmen in K w a n g - 
lung prov ince, a hundred m iles 
to the north of Hung Kong The 


only 
som e 
twenty Comm unist 
own sold,ers 
killed. 
But 
the 
ra iders returned to their o wn 


Vietna m. 
Since 
M ao 


bringing with them three Red 
m ilitia m en who chose to defect, 
This soft of thing must ca use 
a wa ke 


TJJTHEN BILLY HOSE’S Aq u acade was tu rn in g them away 
a t th e 19 39 W orld's F a ir, th e d im in u tiv e sh ow m a n w a s 


mg to figure what Nikita Khru- 
fhe .l ni i ed Sta tes on 
shchev would do in ca se of es- 
ri,* 
a renewed Sov iet- 
ca u tion of the w ar ov er South C h in le a llia nce on the o th -. Ma 
x 
f 
ar. Mao could count on Russia 
* 
ta? 
and Am erica wiping each other n*finfs when he 18 mulling ov er 
and 
Khrushchev 
out, Red China 
with 
its hus?** 
feasibility' of com m itting full 
are both playing for the lead 
a g a ria n 
decentra liza tion a n*d 
C^ neso power to a war ov er 
ership of world Comm unism , it 
its goo 
rmilion 
people, 
would 


How Far Unity? 


The w ar in the Orien t ceased b ein g 
a co ld war lo n g ag o , altho u g h man y 
p erso n s reg arded it as in that g en eral 
categ o ry . Nearly 200 American s hav e 
lo st their liv es in So u th Viet Nam in the 
last two y ears. 
Bu t the co n fro n tatio n o f the Un ited 
States an d the co mmu n ists in that area 
n o w is defin itely a ho t war. 
T h o s e 
who p redict it will co o l o ff an d g o away 
are o b v io u sly ju st a-whistlin g 
C h o p 
Sto ck s. 
American w ar machin es — lan d, sea 
an d air — are p o u rin g in , acco mp an ied 
b y the n ecessary man p o wer. The p lan 
is to rep ly with at least two sho ts fo r 


o n e 
when ev er 
the 
en emy 
resu mes 
sho o tin g . 
Whether the threat o f massiv e des­ 
tru ctio n can g iv e the 
Chin ese 
Reds 
p au se is do u b tfu l. They hav e lo st mo re 


a n in ju n ction to close you 
u p 
p erm a n en tly .” 
liv e 
p rop rietor rep lied ca lm ly , 
“ I h a v e a birth certifica te 
h a n d y to p ro v e th a t B illy 
H ose is m y re a l 
n a m e. 
W h a t’s y o u rs? ” S h ow m a n 
H ose k n e w w h e n h e w a s 
la cked. H e b ou g h t a ca n a ry. 


You're Telling 


Me! 


the two 
Viet na ms 
and 
Laos. 
The numbers inv olv ed in Com- 
surv iv e to 
pick up 
the 
pieces 
. 
t: " , ------ 
*" 
c ii,., 
mando raids from Formosa 
ev en j r took trem endous loss­ 
es. 


The 


ca n­ 
not 
be la rg e when they hav a 
to be 
landed 
from 
rowboat!. 


h a , 77 ;Zy S El 
mg craft, 
plus 
the 
conv oying 


quesUon 
is 
whether 


By William Bitt 


Ventral Press Writer 


id to be bluffed into Mao Tse 
tung s trap. He could be if he 
were enough of a com m itted ide­ 
ologue to refuse any tem porary 
• of fa ce that would In* in 
The 
person 
g uessing 
closest v olv ed in sta ying aloof from a 
to what the population 
of t h e 
b’ s. 
Red 
Chinese 
confronta- 
town of Pomona, Calif., 
will be tion Burin* forty yea rs of fight- mn** 
. . 
. 
in 1980 will receiv e a free round in« to sta y a liv e and becom e the ducted with 
t 
h 
tr.* 
COn. 
trip to the Moon, ba ckers of the top Communist in Russia , howev - mainland v iljv W "InJ m en I 
a ffa ir announce. Now, there’s a er. 
Khrushchev 
has 
demon 
ca l Red mil it ^ 
i 
l 
S 
contest that s strictly out of this Cra ted his pragmaUc a da pubil- handed ov er their A 
h 
w orld. 
I tty ov er and ov er again. 
If he d ig g ers 
* 


protection of the Sev enth Fleet. 
raids could 
seriously 
interfere 
with the m ov em ent of Red Chin­ 
ese a rm ies to the south. Mao a 
worries must be further com ­ 
plicated by the fact that For- 


pragmaUc adaptabU- 
d ov er again, 
lf he 
re ma ms true to his pattern, he stories 
to 
the 
inv a ders. 
The 


attack s o n U. S. n av al v essels. 
No n atio n has ru shed assistan ce to 
the Un ited States o r o ffered mu ch mo r­ 
al su p p o rt, altho u g h Britain has in ti­ 
mated that it will ho ld Un cle Sam ’s 
co at, as o n e co mmen tato r ex p ressed 
it. 
Co me what may , the free wo rld ex­ 
pects the Un ited States to han dle it. 


A British m otor.!. . . . f in * « ■ « “ 
£ £ 
£ 
ss s r jk sa*: ss 
Tho rising young comedy Uam of Rossi Mid ATlm h« » » rom* at 40 mile! an hour 
Certainly “ 0 u 1 d *•» » be u!ed lo feed Ho-tai one of the drfectin* mil 
» . s a hair raining Hunt. 
*n>w*-v - 
it,am en b r o u s h t b .ck from 


M i* OU 
T 
w * 
‘ * fr i e*°me 
g a m e 
°* Kw*n« tung 
prov ince, 
had 
not 
M ik, the sterling printer, sa ys 
Mao Tse lung from try- t o l d 
n ew sp ap er interv iew ers 
we don’t ha v e to worry 
about 
Die big b l u f f on Khrush- j about the hateful fa tig ue of life 
winning 
the 
A m erica 's 
C u p .fh fv , the U S. has som e sm a ller, on the China coa st, a m atter of 


than the sk in o ff 
t h e ir faces in the sharp tip with an ing enious plan to reliev e N ew York C ity’s a ppa lling 
U. S. retaliatio n fo r No rth Vietn amese tra ffic problem s. They propose nothing teas tha n m a king EVERY 
crosstown street in M a nha tta n one w a y in the SAM E d ir e c tio n - 
g oing W est. "W hat good would th a t a ccom plish? ” they w ere 
a sked. “ W ha t g ood ? ” ca hoed Rossi a nd Allen. “ Put the plan 
into opera tion on Monday—and by Wcon&aday Inc whole prob­ 
lem w ill be J ersey C ity’s : ’* 


A resourceful pla stic surg eon h a s put on 
a series o f 
before-a nd-a fter nose jobs h e e performed. H is ca ption: •'That 
W a* the Bea k T ha t Was.** 
C -Ufeii b y £ *au su Cert Distrib u ted b y Kiag Featu res Sy n dical* 


Old Swimming Hole, Alas 


phenomenon rapidly disappear- swim ming 
tea cher, 
w-hich 
ing from the American scene — played a part in tea ching half 
the Old Swimm ing Hole. 
the 
kids 
(m ore 
if 
they 
ev er 


B y LESTER. L OOI J EHAN. M ix 


ag ain . He say s he's sure w e ll b u t su i] quite p o ten t, p ieces o n “ fishin g 
in the mo rn in g 
tillin g 
ha v e clea r sa iling 
the chessboa rd 
We can 
than k the farm in the aftern o o n , an d 
^ r„ iuck> s*a r* Hut J °bn Foster guarding a g a inst g uerilla 
raid* 
J unior today had 
a 
two-word Bulies s policy 
prev ailed when in the ev ening ** 
com m ent to make 
on 
hearing ttie cla m or was on to force Chi- 
Chiang 
Kai shek’s big 
a rm y 
tha t 10.000 more U S. a cres will in c Kai shek to surrender the on Form osa had been a purely 
be conv erted this yea r to ra il (Offshore islands of Quemoy and defensiv e force for more than 
mg ca stor beans, source of you- Mat*u in Form osa Strait. With fifteen yea rs. But in the ev ent of 
know what; “ Gulp! Aagh!** 
the» « islands as potential step- an esca la ted war in the Fa r East 


» , .w 
» 
T 
1 
, 
? “ ? *t? nel t0 the Chine** 
it c o u I d be transformed into a 
If the lordly Los Ang eles Dod 
l*nd. the Taiwan, or Form osa , powerful offensiv e weapon in a 
g ers and the r i c h 
New York C h i n e s e rem ain a quire tan- few weeks 
Our long -continuing 
Ya nkees don’t w i n the 
pen- gsble threat on 
Mao Tse tung s policy of 
support 
tor 
C hung 
na m e will the October g a m es be 
The threat is being con 
could be the crucia l 
factor 
in 
k n o w n 
as 
the 
P ow 
Man s •Curtly brought home to Mao by restraining Mao Tse tung in hi- 
W or Id Series? 
g uerilla r a i d s from Form osa lure weeks 
We should rem em - 
that seldom make the front pag- ber this in gratitude the next 
Zadok Dumkopf sa ys he d in- 
of W estern newspa pers 
- g 


By J . C. T IU MAN 
(F or Hal Boyle) 
LITTLE ROCK. .Ark 
(A P )— I 1** 01(1 s 'v ln' mjnS Hoi« - 
j the 
kids 
(more 
11 
^ 
ev er 
Th« sha m e and stig m a of tu- test (by injection). The 
reac 
A sa ndy road from our town 
E v « n the fa rm ers who owned 
dared admit it to their pa rents) berculosis ha v e a lm ost entirely tions to these tests a re impor- 
uound 
ov er a 
nckety 
bridge *and surrounding it knew that bow to at least su n iv e in t e 
disappeared. 
tant to the doctor only. C h i I- v e,t m som e window g la ss 
busi- exa m ple, on the night of J une Red Chinese to the UN if "rats 
a cross 
a 
ba ckwater 
slough, 
the 
crook 
in the 
creek 
which water. 
But contra ry to the g enera l dren v ery often ha v e “ positiv e” 
ne9s M he^knew what town is 20 1 g uerilla unit from Formosa ed 
coursed through cotton fields to 
formed tile hole was there for a 
This consisted of an old aban- im pression, 
tuberculosis 
itself tuberculin rea ctions that should next on *be 
sonic boom ached 
a rusty iron bridge before giv - 
sp ^ ia l purpose. It belonged to doned wooden 
boat 
with 
just has not disa ppea red and 
still n°t be a source of specia l ann- 
mg way to a trail tromped by k*ds - th* kids alone. 
enough holes in it to keep it persists as a serious threat to tety. 
I 
—— 
ev ery kid in the com m unity. 
Those who had cotton planted fo°m sinking while being pushed health of our people rn ev ery 
Follow-up X ra ys and sputum I 
A 
peacock ca used 
som e ex- 
The trail led to nature at its along the trail ignored inroads 10 lf1€ middle of the creek, one com m unity in the nation, 
exa m ina tions determ ine wheth* CJlement when it wandered into 
lonesom es! and an outdoor sport made by fee! on ca refully hoed dubious boy aboard. 
The 
socia l 
em ba rra ssm ent er U>« disea se is a ctiv e or heal- th* 0 
*c ,* of ** se cr etlry <* 
• 
“ WV aban,tona<1 
lhat 
« >ce 
accom panied 
tuber 
s,a le “ ° ‘>mp'a . Wash. Prob- 
cries, ‘ swim or sink, 
and the 
..sF» *u<ru 
iu u « j 
The Herald 


A Galv in Newspaper 


r. 
RODEN FELS 
Publish* 


Looking Back in Pickaway County 


FIVE YEARS AGO 
The Tea ys 
Valley 
Board 
Education 
announced 
that 
ably a fug itiv e from somebody s 
-><> - 
fa ia iii 
______ 
had em ployed 22 neu tea chers 
for the com ing school year. 
r 
J T L . L 
pupU usually swam If he d id n t, ?, U *° J 1 * made ^ 
dw ea *« a 
^ 
a r* 
ea sily 
and color telev ision screen 
hot cun 
Ah ll* 
R o>slp'^ there were a1 w'ays boys on hand 
s e e t o n 
the fa m ily closet.” pa inlessly performed and can -------- 
----- ----------- 
shotgun 
shells 
well 
cra m m ed lQ 
n him Qut 
7 
Prior to the turn of the cen- not 
them selv es p r o d u c e tu -1 
no tic e o r h earing 


with sa lt 
ew . 
Ga m es 
ranged 
from 
under- tur>* tuberculosis 
was a lwa ys berculosis. 
j 
Mansfield, otUo^Auf is, im* 
But 
to 
no 
a v a il. 
Many a v v ater tag using rocks pounded a ssocia ted with the undernour 
How ca n tuberculosis be pre-1 
rr*nk Utchfttld No. 
« 7 
aal a 
A dally naw« pap*r eonaolidatmf waterm elon wa s cooled in the tnooihvr f« r A im ,!, in Hiv mo in 
and 
fo* 
underpriv ileged 
v ented’* 
blaoner now confined in th* Ohio 
the Circlev Ul* Herald and tha Daily I 
that 
C 7 
tOgetner IOT Signals, to div ing in 
p i|K,. 
. . . . . . 
V i 
T. 
I, 
. 
SUL- Re form a lory. Mayfield. Ohio 
Union Herald. 
' 
waters of that sandy creek bot- ea rly in the morning to cha se 
Public 
Health officia ls ha v e: 
Slum 
c le a r a n c e , 
a v oida nce admitted from Pickaway 
County, 
Entered as second class matter at tom. 
allig a tor ea r 
xeen conducting intensiv e edu- of conta ct with known ca se* of 
NoL 713°-71M^ 
Conv icted if 
S : M 
d 
i T 
i m 
" 
und“ 
The n ,w r n 
P0®1 
canno1 
Thy old swim m ing hole rev is- ' aU“ " al Pro8 ra m * th» t h« v « in- TB. 
pasteurization 
of 
milk, 
c ? 'I ' 2 
Published ev ery afternoon except 
m atch Che 
contraptions 
with Red is a disappointment 
duced people to bring to light all 
periodic health check u ds 
and **rv in* * mntmem of 
m s yr 
. is 


^ c W 
' W 
S r ' g J S S S f i l K 
Wh‘Ch 
th' 
“ S 
« h « •>*« m ov « l OU, of the « * « <« TB for e.rU er tre a t-1 X-rays. 
e sp e c .U v 
for 
those 
SX T lJtZ S 
5 *“ m* from 
bv the Qrciev iiie Publishing Com- *a * q u ip p ed , .No 
div ing 
board w ilderness 
and 
the road 
im- ment an<1 ea rlier cure. 
with chrome cough 
and loss of ,10in 00 Qr *ft*r Oct 
1, im* 
m a tting ran com- prov ed so the kids can driv e 
Beca use 
of t h e s e m ature weight. . . 
these a re the most 
“ 
‘c E S S S w i? 
•t-BsCRiFTioM PRK bs 
fH*tr 
wa.'; > 
lin e hung 
b> nature 
their low sl.mil sports ca rs to lf health prog ra m s, and beca use important fa ctors in the pre- 
M v Horr 


By carrier ta a r d e r ,ll. « c p « 
*' * W*y “ 
*“ 
° 
T herf ’ • d‘™ « hoard, and of 'ha "ewer. 
more 
effectiv e , v ention of tuberculosis. 
I Au, „ » P*" ‘* aBd F,‘“ 
,d CWrk 
w*rk. By 
Pickaway County. 
* ater* 
ropes to mark off the “ danger- 
methods of 
trea tm ent, 
there 


1 i ire lev ille 
J unior 
Humen's 
of 
Club 
attended a 
meeting 
at 
it 
Lake Hope (lining Lodge. 


M isi Betty Young, E. Mound 
S t, left by plane for H kk 
enburg, A ril., to v isit Mr. and 
Mrs. Robert Friece. 


Four m em bers of v ocational 
agriculture 
cla sses 
at 
Walnut 
Twp 
School were admitted to 
the Ohio Pig Producer* Club. 


TWENTY FIVE YEARS AGO 
Dr, and Mrs 
W, S 
Hailock, 
Mr. and Mrs. Donald K. Boy- Clev eland, were weekend g uests 
er and son, Route 3, returned of Mr. and Ms. C. 
B. 
Griffith, 
a trip through the New Holland 
south centra l sta tes. 
______ 


L r 
*li 
, Ev en 
natur* 
» tand ous sections’’ (a ny kid knew” by has been a stea dy decline 
in 
Telephone* 
onslaught of young sters 
and experience where 
these 
a rea s 
foe 
sev erity 
and frequency of 
Busin*# * GR 4-3131 N*wa GR 4-3138 th* v ine gav e way ev entua lly to 
were in the old hole ) And no the disea se. Ca ses brought to the 
a steel cable strung a cross 
the 
lea ky boat 
ea rly a t t e n t i o n of the phy- 
creek, a pipe slipped onto it and 
Worse, there wert adults. 
sicia n ha v e 
been 
bombarded 
g rea se to make sliding into t 
h 
e 
------------------------------ with modern-day sulfa and anti- 
water fast and da ng erous. 
One in 20 Am erica ns suffers I biotics. Routine X ra ys of the 


CROSSWORD PUZZLE 


National 
Adv ertising 
Representa­ 
tiv e. 
AMERICAN NEWSPAPER 
REPRESENTATIVES INC 
Atlanta — Chicago — Detroit 
Los Angeles — New York 
Then there wa s the a utom a tic from hay fev er. 


/ 
VOD AND ALL 
VOUK 6 I&-SHQT 
FRIENDS IN C T / 
HAILU/ FIFTY I 
DOLLARS FINE 
FOR RECKLESS’ 
OR! VI N O // I 
TOLD VOL! TO 
O E I A 
LAWVER" 


AW. LAZ 
OPP M E ! I 
TELL V i I SPOKE 
TO int CHIEF Of- I 
POLICE! IVE DONE 
I HIM A LOT OF 
FAVORS—I THOUGHT 
IT WAS ALL TAKEN I 
CARE CF.'H ts TH 
WISE-eW JW 6 E ". 


By Jimmy Ratio [ 


O H -O H * THE CASE 
Af AV BE OVER tW 
court—bot rr ti 
DRAG OW FOR 
TEARS AROUHP 
HERE/ 


THE CHIEF GAVE POPA Bld 
TUMBLE A l THE PICNIC LAST 
W EEK -HE SAIO-KEEP 
MOW NS." 


CUBES SPENT 
'ANOTHER FIFTY W IW 
ANO DININ6 AU THOSE 
mQD-HEELERS FOR 
FREE ADVICE 


ii 
f t 


POP WILL TAKE IT 
TO THE SUPREME 
COURT—HE KNOWS 
A SIS 6UV IN 
WASHINGTON-A N 
mm USHER IN IHE 
Piv BA LL PARK* 


chest performed with m inimal 
radiation uncov er hidden ca ses 
of TB and g iv e the patient his 
best cha nce for com plete health. 
Alm ost 90 per cent 
of 
all 
ca se of tuberculosis, recognized 
ea rly and 
treated v ig orously, 
can recov er from the disea se. 
These encoura g ing 
sta tistics 
must not be m isinterpreted so 
that anyone dev elops the fa lse 
sense of security that tubercu­ 
losis no long er exists. 
To be cured, TB must be rec­ 
ognized. 
To be recog nized, routine X- 
rays of the 
chest at 
periodic 
interv a ls are 
essentia l. No one 
need be depriv ed of this exa m i­ 
nation. Mobile X-ray units and 
Board 
of 
Health 
fa cilities 
blanket our nation offering free 
exa m ina tions. 


ACROSS 
I. Flock 
5. Ensign 
• Dry 
measure: 
Heb. 
IO Italian 
resort 
11. A small 
aq u artn m 
fiah 
1 2. En tan g led 
14. Residue of 
burned 
material 
15. Insect 
16. Sun god 
17. A showy 
bird 


40 In bed 
41. Snow 
v ehicle 
42. Obstacles 


DOWN 
1. Dwelling 
2. Stress 
3. Reputation: 
at. 
4. Arid 
A. The right 
or left of 
an army 
6. Raise 
7. Fuss 
8 An epicure 
l l . Breach 
13 81ip 


I s 1 


ISI 
8-IS 


R ehashing the m o t o r- 
VEHICLE CASE. THAT SOME­ 
HOW GOT OUT OF TUE BAG— 
V**/AVA TIP OF we 
I 
iAJiO MI TO 
r&Z7 J J 
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Is tuberculosis 
hereditary? 
The disea se itself is not here­ 
dita ry. Howev er, it is a conta g ­ 
ious disea se and therefore can 
rea dily be pa ssed on from (me 
m em ber of the fa m ily to anoth 
er, when liv ing in close quar­ 
ters without proper sa feg ua rds. 
Is there a skin test for tu­ 
berculosis? 
There are tuberculin 
s k i n 
patch tests and 
the 
Manton* 


SO Mischiev ooa 15. Perform 
one 
21. Con dimwit 
22. Frozen 
dees*ria 
23. Reduce to 
powder by 
friction 
25. Rugged 
mo un taw 
crest 
26 Fog 
27 Persian 
coin 
28. Open: 
poet. 
28 A heating 
structure 
22 Ye*: Sp. 
33. Cooling 
dev ice 
34 At Ute 
present 
time 
35. Lukewarm 
17. A cuplike 
spoon 
18. Uncommon 


m A kind 
of 
sugar 
18 Ancient 
20 N a tiv e 
of 
Iceland 
22 Persia 
23. A 
specter 
24. Swo rds 
25. Breese 
27. Mo v e 
swiftly 
» Lost, as 
color 
30 Respiratory 
infection* 
ll, Female 
sheep 


TEN YEARS AGO 
Pea rl M. Porter, Route 4. wa s 
among 49 t e a c h e r s a ttend­ 
ing a recent Conference in E le­ 
m enta ry 
Education 
at O h i o 
Univ ersity, Athens. 


Mr. and Mrs. Barton Dem* 
Ing and son, S. S c i o t o St., 
were spending the week with 
rela tiv es in Clev eland. 


Sev eral members 
of 


Mrs. 
Dudley 
Carpenter 
and 
children, E. Mound St. returned 
’home. 
a f t e r 
v a ca tioning at 
t h e I Buckeye Lake. 


-* Ain LM% 


rn 
%*e 
■ 
rn 
m -s # rn 
Jp' 
. nm IbNsd A* 


H - l rue.-'ifeu,cwciiMHi 
rn A *m « ti rn mm. 


33 B la st 
36. Cli urn 
37. Scientist’s 
workroom 
36. Sleev eless 
garment: 
Arab . 
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How To Get There 


The International Air Transport As­ 
sociation reports a nearly 50 per cent 
increase, compared to the second quar­ 
ter of 1963, in the number of passengers 
flying the North Atlantic route to Eu­ 
rope. 
This they attribute to reduced 
air 
fa res. Also partially responsible is en­ 
tertainment being offered in the air 
and the continual glamor attached to 
the food served to airborne travelers. 
These additional aids to comfort and 
tranquillity are essential to restore a 
traveler to a peaceful frame of mind 
after the difficulty he has experienced 
in just getting aboard the aircraft. 
Though airlines have carefully avoid­ 
ed the question sometime, somehow, 
somebody is going to have to solve the 
knotty and everlasting problem of get­ 
ting to the airport and once you are 
there knowing your flight is going to 
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leave at the scheduled time. 
In Tokyo, the world’s biggest city, au­ 
thorities have met this problem head 
on. As part of their city reconstruction 
arrangements for the Olympic Games 
— including sewers — they have built 
a four-lane arterial express highway 
from the city center to Tokyo Interna­ 
tional Airport. 
The time required to travel from city 
to airport has been reduced from 90 
nerve-shattering minutes to about 20. 
At least so the traffic directors in Tok­ 
yo say. 
The traffic tangle in downtown Tok­ 
yo is fantastic. Optimistic as the citi­ 
zens in Tokyo are for this highway be­ 
ing the solution to their problem, have 
they thought about the difficulties con­ 
nected with simply getting on to the 
new highway? 


LAFF-A-DAY 


Glaring Omission 


The House lost no time in completing 
congressional action in the $207 million 
pay raise for 1.8 million members of 
the armed forces. The increase will be 
effective Sept. I. 
The pay raise was one of the mat­ 
ters Mr. Johnson wanted settled be­ 
fore the Democratic convention opens 
Aug. 24. But it was never the road­ 
block to adjournment that is the case 
with the controversial poverty and for­ 
eign aid authorization bills which the 
White House wants adopted in the next 
three weeks. 
The pay bill provides increases rang­ 
ing from $45 monthly for generals and 
admirals to $5 monthly for corporals 
and third-class petty officers. For most 
of these, it will be the second raise in a 


The Business World 


year, since Congress voted a $1.2 bil­ 
lion increase in 1963, effective last Oct. I 


I. 
This year s bill, however, overlooks 
draftees and lower - ranking enlisted j 
personnel with less than two years' ser­ 
vice. Efforts to include them were 
halted by a parliamentary maneuver 
which 
foreclosed debate and amend­ 
ment so the legislation could go to the 
White House without delaying the bill 
in conference with the Senate. 
The measure is designed to encour­ 
age men and women to stay in the ser­ 
vices. But to exclude nearly a third of 
the armed forces from the pay raise 
certainly is a glaring omission that does 
nothing for incentive nor for morale. 


V ©Tim* Feat UM 
lit, 1964. Weeki n*hti »aa*p»eA 
you pass the drugstore tell Mr. Riordan to send 
over a quart of chocolate ice cream.” 


By SAM DAWSON 
AP Business News Analyst 
NEW YORK (AP) — Labor - 
whether wages or jobs — is 
moving into the business fore­ 
front this week. 
In the auto industry the time 
of decision is nearing in con­ 
tract negotiations. How much of 
a wage increase and other bene­ 
fits _ or a strike And will the 
outcome be felt in other indus­ 
tries 
Jobs have been 
increasing. 
And so has industrial output. 
The question is whether this is a 
start of another upward push 
for the economy or just a short- 
term phenomenon in an unusual 
summer. 
The administration in Wash­ 
ington says the Improvement in 
unemployment 
in July 
could 
well mean that at last that stub­ 


born problem may be taking af 
lasting turn for the better. Many 
corporation 
economists 
might 
wish to wait awhile to make 
sure. 
The job figures were helped 
markedly this summer by the 
record in industrial production 
set in July, usually a slack peri­ 
od. 
The 
Federal 
Reserve 
Board’s index jumped a full 
point. Except for the 1.5-point 
rise in April, this was the big­ 
gest increase in 12 months. 
Other factory 
figures 
show 
that new hiring has been in­ 
creasing at a faster than sea­ 
sonal rate, while the layoff rate 
has dropped to the lowest level 
for any month since February 
1955. 
This, and the steadily increas­ 
ing number of jobs in the serv­ 
ice industries, apparently was 


enough in July to more than off­ 
set a growing labor force and 
send the unemployment rate be. 
low the 5 per cent mark, to the 
joy of government econmists. 
Labor can count 
oilier good 
signs for the future. 
Corporate profits as a whole 
have risen to a record. Business 
expansion plans are themselves 
expanded almost every month. 
And productivity — that m eas­ 
ure of unit output per hour of 
man labor — continues to rise 
at a fairly stead rate. 
These three things add up to 
this: Business Is in a better po­ 
sition to offer more jobs to or 
pay a bit more to those already, 
employed. 
Union leaders are well aware 
of this and have been tailoring 
their demands to this improve­ 
ment in the corporate picture. 


The Asian Chessboard 


Try and Sfop Me 


By BENNITT CERF- 


How Far Unity? 


The war in the Orient ceased being 
a cold war long ago, although many 
persons regarded it as in that general 
category. Nearly 200 Americans have 
lost their lives in South Viet Nam in the 
last two years. 
But the confrontation of the United 
States and the communists in that area 
now is definitely a hot war. T h o s e 
who predict it will cool off and go away 
are obviously just a-whistling C h o p 
Stocks. 
American war machines — land, sea 
and air — are pouring in, accompanied 
by the necessary manpower. The plan 
is to reply with at least two shots for 


one 
whenever 
the 
enemy 
resum es 
shooting. 
Whether the threat of massive des­ 
truction can give 
the 
Chinese 
Reds 
pause is doubtful. They have lost more 
than the skin off their faces in the sharp 
U. S. retaliation for North Vietnamese 
attacks on U. S. naval vessels. 
No nation has rushed assistance to 
the United States or offered much mor­ 
al support, although Britain has inti­ 
mated that it will hold Uncle Sam’s 
coat, as one commentator expressed 
it. 
Come what may, the free world ex­ 
pects the United States to handle it. 


W 
HEN BILLY ROSE’S Aquacade was turning them away 
a t the 1939 World’s Fair, the diminutive showman was 
enraged to hear that an unknown had opened a pet shop 
just outside the Fa i r 
grounds with a big sign 
- ^ 
outside p r o c l a i m i n g 
“BILLY ROSE’S PET 
SHOP.” Billy rushed over 
to tell the unknown, “If 
you haven’t got that sign 
down by tomorrow' morn­ 
ing, I’m going to get out 
an injunction to close you 
up permanently.” 
The 
proprietor replied calmly, 
“I have a birth certificate 
handy to prove that Billy 
Rose is my real name. 
What’s yours?” Showman 
Rose knew when he was 
licked. He bought a canary. 
• 
• 
• 
The rising young comedy team of Rossi and Allen have come 
tip with an ingenious plan to relieve New York City’s appalling 
traffic problems. They propose nothing less than making KVERY 
crosstown street in Manhattan one w ay in the SAME direction - 
going W est. "What good would that accomplish?” they were 
asked. "What good?” echoed Rossi and Allen. "Put the plan 
into operation on Monday—and by Wednesday the whole proh» 
lent will be Jersey City’*:’* 


The r e a l l y menacing thing 
about the situation in Southeast 
Asia is that it involves threeway 
brinkmanship and so increases 
the imponderables that affect 
judgment. Not only do we have 
Mao Tse-tung trying to guess 
what is in L y n d o n Johnson’s 
mind and vice versa, but we 
have both Mao and Johnson try­ 
ing to figure what Nikita Khru­ 
shchev would do in case of es­ 
calation of the war over South 
Vietnam. 
Since 
Mao and 
Khrushchev 
are both playing for the lead­ 
ership of world Communism, it 


You're Telling 


Me! 


By William Bitt 
Ventral Press Writer 


The person guessing closest 
to what the population of t h e 
town of Pomona, Calif, will be 
in 1980 will receive a free round 
trip to the Moon, backers of the 
affair announce. Now, there’s a 
contest that’s strictly out of this 
world. 


A British motorist was tined 
for using both hands to comb 
his locks while speeding along 
at 40 miles an hour. Certainly 
was a hair-raising stunt. 


Milt, the sterling printer, says 
we don’t have to worry about 
winning 
the 
A m ericas 
Cup 
again. He says he's sure w ell 
have clear sailing. 


A resourceful n e stle surgeon has put em « s p ls r * series of Jumor ^ 
h 
tW[>word 
before-and.efu^nosejobs h t s performed. H is capuon: -Ifc rt comment t o 'make on hearing 
W as the Beak That Was. 
© 1964. by Sennett Cert Distributed bf Slag Features Syndical* 


Old Swimming Hole, Alas 


By J. C. TOLMAN 
(For Hal Boyle) 
LITTLE ROCK. Ark. (AP)— 
A sandy road from our town 
wound over a rickety bridge 
across 
a 
backwater 
slough, 
coursed through cotton fields to 
a rusty iron bridge before giv-j 
ing way to a trail tromped by 
•very kid in the community. 
The trail led to nature at its 
lonesome st and an outdoor sport 
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phenomenon rapidly disappear-. 
ing from the American scene — 
the Old Swimming Hole. 
Even the farm ers who owned 
land surrounding it knew that 
the crook in the creek which 
formed tile hole was there for a 
special purpose. It belonged to. 
kids, the kids alone. 
Those who had cotton planted 
along the trail ignored inroads 
made by feet on carefully hoed 
rows. 
Watermelons 
were 
sturdily 
fenced. And there was gossip of 
shotgun shells well 
crammed 
with salt flew. 
But 
to 
no 
avail. 
Many a 
watermelon was cooled in the 
waters of that sandy creek bot-: 
tom. 
The 
modern 
pool 
cannot 
match 
the contraptions with 
which the 
old swimming hole 
was equipped. No diving board 
with safety matting can com­ 
pete with a vine hung by n atu re, 
from a tree as a way to get into 
the water. 
Even 
nature couldn’t stand 
the onslaught of youngsters and 
Hie vine gave way eventually to 
a steel cable strung across the 
creek, a pipe slipped onto it and 
grease to make sliding into the 
water fast and dangerous. 
Then there w’as the automatic 


swimming 
teacher. 
w'hich 
played a part in teaching half 
the kids (more if they ever 
dared admit it to their parents) 
how- to at least survive in the 
water. 
This consisted of an old aban­ 
doned wooden boat with just 
enough holes in it to keep it 
from sinking while being pushed 
to the middle of the creek, one 
dubious boy aboard. 
It was abandoned with gleeful 
cries, “ swim or sunk.” and the 
pupil usually swam. lf he didn’t, 
there were always boys on hand 
to pull him out. 
Games ranged from under­ 
water tag, using rocks pounded 
together for signals, to diving in 
early in the morning to chase 
alligator gar. 
The old swimming hole revis­ 
ited is a disappointment. 
It has been moved out of the 
wilderness and the road im ­ 
proved so the kids can drive 
their low slung sports cars to it. 
There’s a diving board, and 
ropes to mark off the “danger­ 
ous sections” (any kid knew by 
experience where these 
areas 
were in the old hole.) And no 
leaky boat. 
Worse, there were adults. 


that 10,000 more U.S. acres will 
be converted this year to rais­ 
ing castor beans, source of you- 
know-what: “ Gulp! Aagb!” 
Wa M il rain• • • 


By L P T IX * L CXM JEM A lf, MUX 


One in 20 Americans suffers 
from hay fever. 


7; 


ThcyTl Do It Every Tim*? 


YOU AHD ALL 
YOUR BIG-SHOT 
FRIENDS IN CITY 
HALL'/ FIFTY 
DOLLARS FINE 
FOR RECKLESS’ 
DRIVING// I 
TOLD YOU TO 
GET A 
LAWVER" 


AW. LAV 
O ff MES I 
TELLY** I SPOKE 
TO THE CHIEF OF 
POLICE/ IVE DONE 
HIM A LOT O f 
FAVORS—I THOUGHT 
rr was a l l t a k en 
CARE OF//Its THAT 
WISE’OUy JUDGE// 


OM-OM/ THE CASE 
I MAV BE OVER INB 
COURT—BUT m il 
I C W ON FO RM 
[VIATS ARDOUR 
I HERE/ 


By Jimmy Hatlo 


rTME CHlEF GAVE POPA BIG 
TUMBLE AT THE PICNIC LAST, 
WEEK—ME SAID/ 
MOVING/* 


CUBES SPENT 
\'ANOTHER FIFTY WINING 
ANO DINING ALL THOSE 
WARD- HEELERS FORA 
FREE ADVICE— 


f C - 


xm 


OI 


POP WILL TAKE IT 
TO THE SUPREME 
COURT—HE KNOWS 
A SIG GUY IN 
washingtonian 
USHER IN THE 
BALL PARK- 
.Cit* 


f&HASHlN© TNE MOTOR- 
VEHICLE CASE THAT SO M E' 
VON COT OUT Of THE 64(3- 


Hm d ANO A TIP OF TH/ 
„ MATiQ MAT TO 
JACK CONNOLLY 
22 CLINTON AVE., 
ARLINGTON, NJ. 


The shame and stigma of tu­ 
berculosis have almost entirely 
disappeared. 
But contrary to the general 
impression, 
tuberculosis 
itself 
has not disappeared and still 
persists as a serious threat to 
health of our people in every 
community in the nation. 
The 
social 
embarrassment 
that once accompanied tuber- 
c u I o s i s made the disease a 
“skeleton rn the family closet.” 
Prior to the turn of the cen­ 
tury, tuberculosis was always 
associated with the undernour- 
ihed and the underprivileged. 
Public Health officials have 
xeen conducting intensive edu­ 
cational programs that have in­ 
duced people to bring to light all 
cases of TB for earlier treat­ 
ment and earlier cure. 
Because 
of 
t h e s e mature 
health programs, and because 
of the newer, more 
effective 
methods of 
treatment, 
there 
has been a steady decline 
in 
the 
severity 
and frequency of 
the disease. Cases brought to the 
early a t t e n t i o n of the phy­ 
sician have 
been 
bombarded 
with modern-day sulfa and anti­ 
biotics. Routine X rays of the 
chest performed with minimal 
radiation uncover hidden cases 
of TB and give the patient his 
best chance for complete health. 
Almost 90 per cent 
of 
all 
case of tuberculosis, recognized 
early and 
treated vigorously, 
can recover from the disease. 
These encouraging 
statistics 
must not be misinterpreted so 
that anyone develops the false 
sense of security that tubercu­ 
losis no longer exists. 
To be cured, TB must be rec­ 
ognized. 
To be recognized, routine X- 
rays of the chest at 
periodic 
intervals are 
essential. No one 
need be deprived of this exami­ 
nation. Mobile X-ray units and 
Board 
of 
Health 
facilities 
blanket our nation offering free 
examinations. 


test (by injection). The 
reac­ 
tions to these tests are impor­ 
tant to the doctor only. C h il- 
dren very often have “positive” 
tuberculin reactions that should 
not be a source of special anx­ 
iety. 
Follow-up X rays and sputum 
examinations determine wheth- 
er the disease is active or heal­ 
ed. 
These tests 
are 
easily and 
painlessly performed and can 
not themselves p r o d u c e tu­ 
berculosis. 
How can tuberculosis be pre­ 
vented? 
Slum clearance., avotdanoe 
of contact with known cases of 
TB, 
pasteurization 
of 
milk, 
periodic health check-ups and 
X-rays, especially 
for 
those 
with chronic cough and loss of 
weight. . . these are the most 
important factors in the pre­ 
vention of tuberculosis. 


If the lordly Los Angeles Dod­ 
gers and the r i c h New York 
Yankees don’t w in the 
pen­ 
nants will the October games be 
k n o w n as the Poor M ans 
World Series? 


Zadok Dumkopf says he’d in­ 
vest in some window glass busi­ 
ness if he#knew what town is 
next on the sonic boom sched­ 
ule. 


could figure in the minds of the 
psychopoliticians of Peiping that 
if Red China were to pick a war 
with the U n i t e d 
States 
in 
North V i e t n a m , Khrushchev 
w-ould have to ride with the Red 
Chinese just to prove his own 
revolutionary integrity. Should 
full-scale atomic 
war 
develop 
between the U n i t e d States on 
one side and a renewed Soviet- 
Red Chinese alliance on the oth 
er. Mao could count on Russia 
and America wiping each other 
out. Red China, with its huge 
agarian 
decentralization 
a n d 
its 800 
million 
people, 
would 
survive to pick up the pieces 
even if it took tremendous loss­ 
es. 
The 
question 
is 
whether 
Khrushchev is sufficiently stup­ 
id to be bluffed into Mao Tse- 
tung’s trap. He could be if he 
were enough of a committed ide­ 
ologue to refuse any temporary 
loss1 of face that would be in 
valved in staying aloof from a 
U.S. 
Red 
Chinese 
confronta­ 
tion During forty years of fight­ 
ing to stay alive and become the 
top Communist in Russia, howev­ 
er, 
Khrushchev 
has 
demon 
strated his pragmatic adaptabil­ 
ity over and over again. If he 
remains true to his pattern, he 
would never risk the destruction 
of S o v i e t Russia for the rice 
paddies of Southeast Asia. which 
w o u l d never be used to feed 
Russians anyway. 
In t h i s gruesome game of 
keeping Mao Tse-tung from try­ 
ing the big b l u f f on Khrush­ 
chev, the U S. has some smaller, 
but still quite potent, pieces w 
the chessboard We can thank 
our lucky stars that John Foster 
Dulles’s policy prevailed when 
the clamor was on to force Chi 
ang Kai-shek to surrender the 
offshore islands of Quemoy and 
Matsu rn Formosa Strait. With 
these islands as potential step 
ping stones to the Chinese mam 
land, the Taiwan, or Formosa. 
C h i n e s e rennin a quire tan­ 
gible threat on Mao Tse tung’s 
flank The threat is being con 
auntly brought home to Mao by 
guerilla r a i d s from Formosa 
that seldom make the front pag­ 
es of Western newspapers. For 
example, on the mght of June 
20 a guerilla unit from Formosa 


By John Chamberlain 


r a i d e d a Red Chinese strong 
point at Shanmen in K w a n g - 
tung province, a hundred miles 
to the north of Kong Kong. The 
raid was a pinprick in itself, for 
only some twenty Communist 
soldiers were 
killed. 
But the 
raiders returned to their own 
Formosa base without trouble, 
bringing with them three Red 
militiamen who chose to defect, 
This sort of thing must cause 
Mao-Tse tung 
to 
stay 
awake 
nights when he is mulling over 
the feasibility of committing full 
Red Chinese power to a war over 
the two 
Vietnam? 
and 
Laos. 
The numbers involved in Com­ 
mando raids from Formosa can­ 
not be large when they have 
to be 
landed 
from 
rowboats. 
But if the U.S. were to give 
Chiang Kai shek plenty of land­ 
ing craft, 
plus the convoying 
protection of the Seventh Fleet, 
raids could seriously interfere 
with the movement of Red Chin­ 
ese armies to the south. Mao’i 
worries must be further com­ 
plicated by the fact that For­ 
mosa raiding parties are con­ 
ducted with the cooperation of 
mainland villagers and even lo­ 
cal Red militiamen, who have 
handed over their spears and 
daggers to the invaders. Hie 
stories of mainland cooperation 
might be discounted as Formo­ 
sa inspired p r o p a g a n d a if 
it were not for the fact that Fang 
Ho-tai. one of the defecting mil­ 
itiamen b r o u g h t back from 
Kwangtung province, 
had not 
t o l d 
newspaper 
interviewers 
about the hateful fatigue of life 
on the China coast, a m atter of 
“fishing in the morning, tilling 
the farm in the afternoon, and 
guarding against guerilla raid* 
in the evening.” 
Chiang Kai shek’t big army 
on Formosa had been a purely 
defensive force for more than 
fifteen years. But in the event of 
an escalated war in the Far East 
it c o u I d be transformed into a 
powerful offensive weapon in a 
few weeks. Our long-continuing 
policy of 
support 
for Chiang 
could be the crucial factor in 
restraining Mao Tse tung in fu­ 
ture weeks We should rem em ­ 
ber this in gratitude the next 
time the issue of welcoming th# 
Red Chinese to the UN it rais­ 
ed 


A peacock caused some ex­ 
citement when it wandered into 
the o 11 i c e of the secretary of 
state in Olympia, Wash. Prob­ 
ably a fugitive from somebody’s 
color television screen. 


Looking Back in Pickaway County 


NOTICE OF HEARING 
FOR PAROLE 
Mansfield. Ohio Auf. 13. 1944 
Frank Litchfield No. 
67 
031 
A 
prisoner now confined in the Ohio 
Stale Reformatory, Mansfield. Ohio 
admitted from 
Pickaway 
Countv, 
Case No. 7130-7133 7154 Convicted 12 
4-63 of the crime of BAE N-S 2 Cts 
CC C- A Att Jail Break CC and 
serving a sentence of 1-13 vt 
. i s 
eligible for a 
hearing 
before 
the 
Ohio Pardon and Parole Commis­ 
sion on or after Oct. I, 1964 
Ohio Pardon and Parole 
Commission 
M V. Horn. 
Parole and Record Clerk 
Aug. 16. $6. 


FIVE YEARS AGO 
The Teays Valley Board of 
Education 
announced 
that 
it 
had employed 22 new teachers 
for th* coming school year. 


t Circleville 
Junior 
Women’s 
Club attended a meeting at 
Lake Hope Dining Lodge. 


Miss Betty Young, E. Mound 
SC, left by plane for Wick­ 
enburg, Ariz., to visit Mr. and 
Mrs. Robert Friece. 


Four members of vocational 
agriculture classes 
al Walnut 
Twp School were admitted to 
the Ohio Pig Producers Club, 


CROSSWORD PUZZLE 


Is tuberculosis hereditary? 
The disease itself is not here 
ditary. However, it is a contag­ 
ious disease and therefore can 
readily be passed on from one 
member of the family to anoth 
er, when living in close quar­ 
ters without proper safeguards. 
Is there a skin test for tu­ 
berculosis? 
There are tuberculin 
a k i n 
patch tests and 
the 
Mantoux 


ACROSS 
I. Flock 
5. Ensign 
9. Dry 
measure: 
Heb. 
10. Italian 
resort 
11. A small 
aquarian 
fish 
12. Entangled 
14. Residue of 
burned 
material 
18. Insect 
16. Sun god 
17. A showy 
bird 
IO. Misc hi 
one 
Condiment 
Froaen 
desserts 
Reduce to 
powder by 
friction 
Rugged 
mountain 
crest 
Fog 
Persian 
coin 
Open: 
poet 
A heating 
structure 
Yes: Sp. 
Cooling 
device 
At the 
present 
time 
Lukewarm 
A cuplike 
spoon 
Uncommon 


40 In bed 
41. Snow 
vehicle 
42. Obstacles 


DOWN 
1. Dwelling 
2. Stress 
3. Reputation: 
si. 
4. Arid 
ft. The right 
or left of 
an army 
6. Raise 
7. Fuss 
8. An epicure 
ll . Breach 
13. SUp 
15. Perform 


SS. Aktnd 
of 
sugar 
19. Ancient 
20. Native 
of 
Iceland 
22. Persia 
23. A 
specter 
24. Swords 
25. Breese 
I 
27. Move 
sw iftly 
29. Lost, as 
color 
30. Respiratory 
infections 
21. Female 
sheep 
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33. Bleat 
36. Chum 
37. Scientist’s 
workroom 
38. Sleeveless 
garment: 
Arab. 


21. 
22. 


23 


25 


26. 
27. 


22 
33. 


34 
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Mr. md Mrs. Donald K. Boy­ 
er and son, Route 3. returned 
home from a trip through the 
south central states. 


TWENTY FIVE YEARS AGO 
Dr. and Mrs. W. S. Hillock. 
Cleveland, were weekend guests 
of Mr. and Ms. C. B. Griffith, 
New Holland. 


TEN YEARS AGO 
Pearl M. Porter. Route 4, was 
among 49 t e a c h e r s attend­ 
ing a recent Conference in Ele­ 
mentary 
Education 
at O h i o 
University, Athens. 


Mr. and Ylrs. Barton Dem­ 
ing and son, S. S c i o t o St., 
were spending the week with 
relatives in Cleveland. 


Several members 
of t h e 


Mrs. 
Dudley Carpenter and 
children, E. Mound St. returned 
home, a f t e r vacationing at 
• Buckeye Lake. 


Battered Scow rhe Circleville Herg|rlI^ e0sh,.Au9-1 s-1964 
s 
Will Continue Badly-Injured Actor 


To Bitter E nd Is Praised in Comeback 


CYPRUS PRACH CE?-—Troops of Tu rk ey 's 39th Div ision, regarded as the spearhead of any 
landing on Cy pru s, carry ou t ex ercises off Isk enderu n, Tu rk ey . 


Both Poverty, Wealth Stalk 
Widows of Nazi 


By OMER ANDERSON 
Central Press Association 
Correspondent 
BONN, West Germany —This 
has been 
the y ear of the 
re­ 
membrance of things past—the 
20th anniv ersary of the D Day 
landings in Normandy and the 
Ju ly 20, 1944, bomb plot against 
Hitler. 
Nex t y ear will be more of the 
same — and of ev en greater 
historical scope 
the Nazi su r­ 
render and the end of World 
War II 
Parallel to this procession of 
anniv ersaries, a rollback of the 
history of the Nazi Third Reich 
is tak ing place in cou rtrooms 
in half a dozen German cities. 
This ta the Au schwitz trial in 
Frank fu rt, and, in Mu nich, the 
trial has begu n of former SS 
Gen 
Karl 
Wolff, accu sed 
of 
masterminding the mu rder of 
300,000 Jews. 
German newspaper headlines 
sty le WoUf as ‘ SS Wolff,” ref­ 
erence to his Third Retch posi­ 
tion as chief of staff to Hein­ 
rich Himmler, chief of the SS 
(Shu tz Staffed, 
The German press is cov er­ 
ing this look back at the Nazi 
era 
and 
the 
war 
mu ch as 
wou ld the press of any nation 
With this singu lar hiatu s: sav e 
for the defendants in criminal 
trials su ch as Wolff, nothing ta 
said abou t su rv iv ing Hitlerites 
or their families. 
In the case of the top Nazis,* 
it wou ld seem that with the cal-1 
acly smic ending of World War 
ll, the earth opened to swallow 
all the highest Hitlerites and 
their families. 
In fact, howev er, the families 


TORONTO (AP) _ Chu ck ie 
Joe, a battered old scow sk ip­ 
pered by owner Ken Sinclair, is 
one 
of 
the last remnants 
of 
Toronto Island s 
once-thriv ing 
bu siness life. 
Chu ck ie Joe plows the water 
between the city and the island 
carry ing 
essentials 
to 
t h e 
dwindling island popu lation. 
Sinclair's Island Freight Com­ 
pany is a hau lage contractor, 
beer deliv erer, hou se mov er and 
sole sou rce of oil deliv ery du ring 
winter. 
Once a tool designer, Sinclair 
q u it the drawing board in fav or 
of the island's open air. Now he 
is philosophically awaiting the 
time when there will be no one 
left on the island to serv e. 
Metropolitan Toronto is grad­ 
u ally r a z i ng the homes of is­ 
land residents rn order to tu rn it 
into a park . In 195 2, the first 638 
leases 
were 
terminated 
and 
and since then hou ses hav e been 
acq u ired in piece * meal fashion 
redu cing the y ear-rou nd popu la­ 
tion from 2,5 00 to 1,200. 
Soon 
the 
island’s 
three re­ 
maining 
bu sinesses, 
a 
boat 
bu ilder, a grocery and 
Island 
Freight, will hav e folded. The 
gru ff owner of Island Freight 
will be the last to go. “ After it’s 
all gone,” he say s, “FU still be 
here.” 


HOLLYWOOD (AP) - When 
John Pay ne took his cu rtain caU 
at die opening of “ Here’s Lov e” 
in Los Angeles, a shrill, u nmis- 
table ecstatic cry arose from 
v ariou s girls in the au dience. 
The reaction was satisfy ing to 
Pay ne for at least three rea­ 
sons. The obv iou s one was that 
any actor with 30-odd y ears in 
the bu siness wou ld be pleased bo 
ev ok e a Beatle-lik e response. 
There was also the satisfac­ 
tion of retu rning to Hie mu sical 
theater from which he sprang 
and of su cceeding in a role for 
which he “ wasn’t the ty pe” — 
ev en thou gh he originated it! 
Bu t most of aU, he cou ld sa­ 
v or the joy of scoring another 
su ccess in a career that shou ld 
hav e ended in a New York 
street three y ears ago. 
The Virginia-born actor was 
crossing Madison Av enu e in a 
twilight rain when a car stru ck 
him. He landed face down on 
the windshield, then was bat­ 
tered for 8 0 feet. He lost three- 
fifths of his blood, his face was 
slashed, 
his 
ey es 
filled 
with 
glass, his sk u ll dented, and his 
left 
leg 
was 
brok en 
in fiv e 
places. By aU logic, his life — or 
at least his acting career — 
shou ld hav e been ov er. 
Su rgical sk ill pu t him back to­ 
gether, and he endu red a long 


Malaysians Say 


Indonesians Land 


KUALA LUMPUR, Malay sia 
(A P)—A small force of Indo­ 
nesians 
has 
landed 
on 
the 
swampy west coast of Malay a, 
the Malay sian gov ernment an­ 
nou nced 
today . 
It 
called the 
landings a small-scale inv asion 
v and said it wou ld inform the 
U.N. Secu rity Cou ncil. 
Depu ty Prime Minister Tu n 
Abdu l Kazak said a force of 30 
to 40 Indonesians and a few 
Malay sians landed Su nday night 
in sou thern Johore State and 
I that 13 were captu red after a 
clash with police and troops. 
One 
Malay sian 
trooper 
was 
wou nded. 


Frow Himmler at de-Nazificatmn hearing in Mu nich. 


ABC College Project 


Means A Better Chance' 
of molt of the top Nazis did 
•u n iv e. Today , they liv e in the 
shadows, ignored bu t generally 
well off. Most of them liv e rn 
the Mu nich area. the simple, u n- 
su u sfter ex planation being that 
this is where they were when the 
Nazi Reich collapsed 
The worst off of all the Nazi 
widows —Margarethe Himmler 
— liv es rn Mu nich, as does the 
best-off: Emmy Goermg. Frau 
Himmler liv es in a ceU-lik e Mu ­ 
nich apartm ent on a pension of 
u nder $100 a month from a Pro­ 
testant welfare organization. 
“ My only wish.” la m enu the 
Nazi Gestapo 
chiefs 
widow, 
“ is money for an apartment and 
for coal to heat in the winter­ 
time ’* 
A few 
block s 
away , 
Frau 
Goenng and dau ghter Edd, 25 , 
oc c u p y 
a lav ish 
penthou se 
apartm ent in Mu nich’s 
swank 
Schwa bing district. After a de­ 
cade of ru nning legal battles, 
Frau Goenng has managed to 
retriev e a big chu nk of the trea­ 
su re Reichsmarshal 
Hermann 
Goenng cached away . 
Ru dolf Hess’ wife, Use, has 
ju st written a worst • selling 
biographical apology for 
H i t ­ 
ler’s adju tant who is 
still 
in 
Spandau War 
Crimes 
Prison, j 
Bu t, for her liv ing, Frau Mess 
titr a te s an inn in the Ailgau 
Alpine area ou tside Mu nich 
Joachim v on Ribbentrop, Hit­ 
ler’s foreign minister hanged at 
Nu remberg, trained 
for 
Nazi 
diplomacy 
by 
selling c h a m - 
pagne for his wife s family firm, 
Honk ed. Today , 
Frau 
Ribben 
trop is still wealthy , 
thank s to 
Henk e ll, whose bu siness is spar­ 
k ling as nev er before. 
Margarethe Himmler, Emmy 
Goenng, Use Hess and 
F r a u 
Ribbentrop—they personify the 
postwar fate of the Nazi wiv es; 
some are im pov erished, some 
are comfortably -off — and all 
liv e in obscu rity hau nted 
by 
memories. 


HANOVER, N II (AP) - An 
Indian y ou th from Sou th Dak ota 
cu rls u p with Homer's “Ody s­ 
sey , 
his ey es darling hu ngrily 
across each page. A Negro, idly 
dru mming his k nu ck les with a 
pencil, frowns in concentration 
ov er an algebra problem. 
One 
is 
from 
a 
windswept 
reserv ation on the Great Plains, 
the other from the slu ms of 
Harlem. 
* 
Bu t both are on the threshold 
a f a world once reserv ed for the 
rich and the well-born. They are 
preparing to enter the swank iest 
of New England prep schools. 
For these y ou ngsters, and 5 2 
others 
lik e 
them, 
Dartmou th 
College and 40 top grade pre­ 
paratory schools this su mmer 
Lau nched 
a 
program 
called 
project ABC — or “ A Better 
Chance.” 
Its pu rpose is to help the boy s 
bridge the gap between their! 
home 
env ironments 
and 
the 
campu ses of places lik e the 
Choate School. Phillips Andov er 
Academy , Groton. 
St. 
Pau l's 
and Hotchk iss. 
For eight week s they are bon 
mg 
u p on 
mathematics 
and 
English at Dartmou th. They at. 
tend 
classes 
for 
fou r 
hou rs 
daily , then stu dy on their own 


tor at least tou r hou rs more. 
The atmosphere is tense and 
competitiv e, mu ch as rt wou ld 
be at prep school, 
The boy s were selected by 
tile independent schools talent 
search program, whose field di­ 
rector is Jam es E. Simmons, a 
Negro and gradu ate of Harv ard. 
Work ing with teachers, wel 
fare 
work ers, 
chu rch 
grou ps 
and others, he fou nd promising 
stu dents w'lth u ncertain academ­ 
ic fu tu res. 
Most 
are Negroes 
from the big cities of the East 
or from 
ru ral 
areas of the 
Sou th. One is a Pu erto Rican 
from New York . Another is a 
Chinese American 
.All 
come 
from 
Impov erished 
families, 
many su bsisting on welfare pay ­ 
ments. 
lf they do well in the ABC 
program, the boy s — ranging in 
age from 13 to 17 — will go on 
prep schools with fu ll scholar­ 
ship aid. 


Rotary Schedules 


President's Day 


Thu rsday has been designated 
President’s Day ” when the Cir- 
d e i die Rotary Clu b meets for 
its regu lar session. 
President Ned Harden 
w i l l 
ou tline plans for the clu b for 
1964-65 Other officers are Rich­ 
ard E. Plu m, v ice president: 
George E. Helwagen, secretary ; 
Richard Dav is, assistant secre 
tary : Harold Defenbau gh, trea­ 
su rer: and Dr. Robert G Smith, 
; immediate past president. 
The lu ncheon session will be 
held at the St. Philip’s Chu rch 
Parish Hou se, the organization's 
regu lar meeting place. 


T O D A Y 


In History 


By THE ASSOCIATED PRESS 
Today is Tu esday , Au g. 18, 
the 231st day of 1964. There are 
135 day s left in the y ear. 
Today 's highlights in history : 
On this date rn 15 8 7, Virginia 
Dare was borne at Roanok e Is­ 
land, N.C. She was the first 
American child of English par­ 
entage 
to be born rn North 
America. 
On this date: 
In 18 46, Gen. Stephen Kearney 
captu red Santa Fe. N.M., after 
an 8 00-mile march from Fort 
Leav enworth, Kan. 
In 
1942, 
Gen. 
Sir 
Bernard 
Montgomery 
w a s 
appointed 
commander of tile British 8 th 
Army in Egy pt. 
In 1944, American troops were 
adv ancing to the 
ou tsk irts 
of 
Paris. 
Ten 
y ears 
ago—Thirty per­ 
sons were k illed when a ty phoon 
stru ck Japan after leav ing one 
American dead and inju ring ll 
on Ok inawa, 
Fiv e y ears ago—The foreign 
ministers of the Organization of 
American States ended a con­ 
ference in Santiago, Chile, on 
Caribbean tensions. 
One y ear ago—Jam es Mere 
dith receiv ed a degree from the 
Univ ersity of Mississippi, 
be­ 
coming the first Negro alu mnu s 
of the school. 


period of recu peration. 
Today 
the scars show faintly , giv ing 
his handsome face a 
ru gged 
look . 


“ I feel great,” he said in his 
Philharmonic Au ditoriu m dress­ 
ing room before a performance. 
“Oh, I may get a twinge in my 
bones in rainy weather. Bu t oth 
erwise I seem to be in as good 
shape as before.” 
Alway s an independent man, 
Pay ne took his time abou t re­ 
su ming his career. His indepen­ 
dence was bolstered by two sea. 
sons in “ Restless Gu n,” a tele­ 
v ision series of which he owns 
5 0 pier cent. 
One job he wanted. He heard 
that Meredith Willson was want­ 
ing a mu sical based on “ Mira­ 
cle on 34th Street” and ask ed 
his agent to look into it. Pay ne 
had starred in the mov ie with 
Mau reen O’Hara and the late 
Edmu nd Gwenn, who won 
an 
Oscar for his Santa Clau s. 
“ I au ditioned for the part sev ­ 
eral tim es,” Pay ne said, “bu t 
they cast Craig Stev ens for the 
New York company . They said I 
wasn't the ty pe. Yes, I play ed 
the original role, bu t I gu ess 
they thou ght I had changed in 
the 17 y ears since the mov ie 
was made.” 
When 
“ Here’s 
Lov e’* was 
schedu led for a road tou r, the 
produ cers thou ght of Pay ne. He 
brok e in with three week s in 
New York before the tou r be­ 
gan. 
“ I felt u neasy at first becau se 
ev ery body in the show bu t me 
k new what they were doing,” he 
said. ‘ Bu t I cau ght u p with 
them, and now it feels good.” 


BOOSTING PAY—President Johnson signs Into law legisla­ 
tion boosting the pay of ev ery civ ilian in the federal gov ern­ 
ment ex cept his own, in the Rose Garden of the White 
Hou se. Look ing on are (from left) Rep. Robert J. Corbett, 
R-Pa.; Rep. Joe Pool, D-Tex .; Sen. Olin D. Johnston, D-S.C.; 
Sen. Hiram Fong, R-Hawaii; Rep. James H. Morrison, D-La., 
and Sen. Jennings Randolph, D-WT. Va. 


Outdoor Group Sets 


22 Rifle M atch 
The Pick away Cou nty F arm ­ 
ers and Sportsmen’s Assn. will 
hold a .22 caliber rifle match 
6 p m . Thu rsday at the F air­ 
grou nds range, it was annou nc­ 
ed by Dick Redman, clu b sec­ 
retary . 
The regu lar meeting of the or­ 
ganization will be condu cted at 
8 p rn. 


$50 0 0 Reward Up 
In Theft of Coins 
WARREN, Ohio (AP) — liar- 
old Berk , owner of a Warren 
Coin Shop, has posted a $5 ,000 
reward for information leading 
to the recov ery of an estimated 
$25 0,000 worth of rare coins and 
bills tak en from his bu siness 
place. 
Police said Monday that pro­ 
fessionals were responsible for 
the week end bu rglary . Berk , a 
collector for 35 y ears, discov er­ 
ed his loss Su nday when he went 
to the store to pick u p some 
coins. 


Use The 


Classifieds 


FI NE CUSTOM TAI LORED CLOTHES 


‘Cru n k 
sliowinq'*• 


Friday and 


Saturday 
Aug. 21 & 22 


by 
John 
Ellcessor 


New 
Hampshire 
has 
more 
than 1,400 
lak es 
and 
ponds. 
Most were formed du ring the 
lee Age. 


Don't Neglect Slipping 
FALSE TEETH 
Do ft lbs t« « th dro p, tllp o r wo bble 
when y o u ttlk, ea t, la ug h o r a neez#? 
D o nt be a nno y ed a nd em ba rr a e bed 
by such ha ndica ps FASTEST!!, a n 
a lka line • no n-a cid > po wder to sprin­ 
kle o n y o ur pla tes, keeps fa lse teeth 
mo re firmly set . Giv es co nfident feel­ 
ing o f security a nd a dded co mfo rt, 
No g ummy , g o o ey , pa sty ta ste o r feel­ 
ing Get FASTEKTH to da y a t drug 
chunters ev ery where. 


'\R efu esenftng 


. .v rx .-’Try ' 


Caddy M iller’s 


so meth in g sp ecia l 
fo r sch o o lb o y 
..... 


COMFORTABLE 
‘-L O M WEARING 


I *BM.! 
BRAND 
UNDERWEAR 
S iz es 4 to 18 
R 
O 


J 


H 
M 
A 
N 
S 


LUMBER 
BUILDING MATERIALS J 


THIS 
NEW 
po sta g e 
issue, 
which carries ita o wn mes­ 
sa g e to a lo t o f us, la o n 
displa y In the Ea st Ro o m o f 
the White Ho use. 


Free E stimates - Planning Service 


W E DELIVER 
ANKROM 
LUMBER & SUPPLY 


3 2 5 VV. M a in St. — G U 4-3 2 7 0 


0 KOHM fc U .i K l IU ’ 


It Would Be Easier . . . and Safer 


To Carry a Checkbook! 


No need to ca rry ca sh with 
y ou when y ou po o n a 
sho pping spree. Open a Check ing Accou nt a t 
FIRST NATIONAL. Then, when y ou go sho pping , 
just ca rry y o ur checkbo o k. 


Co me in this week a nd open y ou r Checking Ac­ 
co unt. Yo u ha v e a 
choice between a 
Reg ula r 
Checking Acco unt a nd o ne of ou r Specia l Check­ 
ing Acco unts. 


Your Savings Now Earn 4 % at . ., 


U & c 
first n a tio n a l bank 
™ _________ 
OF CIRCLEVILLE___________ 


V\ c i r c l ev i l l e- ^ £ 47 4-215 1 
9 8 b-?31l7 
iHutvilUf FULL-SE RVICE . gaM& • &&U&uuxt/861 


To Bitter End Is Praised in Comeback 


TORONTO (AP) — Chuckie 
Joe, a battered old scow skip­ 
pered by owner Ken Sinclair, is 
one 
of 
the last remnants 
of 
Toronto Island’s 
once-thriving 
business life. 
Chuckie Joe plows the water 


HOLLYWOOD (AP) — When 
John Payne took his curtain call 
at tile opening of “ Here’s Love” 
in Los Angeles, a shrill, unmis- 
table ecstatic cry arose from 
various girls in the audience. 
The reaction was satisfying to 
Payne for at least three rea- 


CYPRUS PRACTICE?—Troops of Turkey’s 39th Division, regarded as the spearhead of any 
landing on Cyprus, carry out exercises off Iskenderun, Turkey. 


Both Poverty, Wealth Stalk 
Widows of Nazi Big-Wigs 


between the city and the island sons' The obvious one was ‘hat 
‘ 
. 
. 
, 
anv actor with 30-odd years in 
carrying 
essenlials 
to 
t h e the business would be pleased to 
dwindling island population. 
evoke a Beatle-like response. 
Sinclair’s Island Freight Com- 
There was also the satisfac- 
pany is a haulage contractor, tion of returning to tile musical 
beer deliverer, house mover and theater from which he sprang 
sole source of oil delivery during and of succeeding in a role for 
winter. 
which he “wasn’t the type” — 
Once a tool designer, Sinclair even though he originated it! 
quit the drawing board in favor 
But most of aU> he could sa’ 
of the island's open air. Now he vo,r the i°y 
scoring another 
is philosophically awaiting the success in a career that should 
time when there will be no one have ended in a 
New York 
left on the island to serve. 
street three years ago. 
Metropolitan Toronto is grad- i 
The Virgiria-born actor was 
ually r a z i n g the homes of is- crc>ssinH Madison Avenue bl a 
land residents in order to turn it 
into a park. In 1952, the first 638 
leases 
were 
terminated 
and 
and since then houses have been 
, , . 
,. 
. , . 
, 
acquired in piece - meal fashion 
h« . W^ 
. h“ 


twilight rain when a car struck 
him. He landed face down on 
the windshield, then was bat­ 
tered for 80 feet. He lost three- 


reducing the year-round popula 
tion from 2,500 to 1,200. 


By OMER ANDERSON 
Central Press Association 
Correspondent 
BONN, West Germany—This 
has been 
the year of the 
re­ 
membrance of things past—the 
20th anniversary of the D Day 
landings in Normandy and the 
July 20, 1944, bomb plot against 
Hitler. 
Next year will be more of the 
same — and of even greater 
historical scope 
the Nazi sur­ 
render and the end of World 
War II. 
Parallel to this procession of 
anniversaries, a rollback of the 
history of the Nazi Third Reich 
is taking place in courtrooms 
in half a dozen German cities. 
This is the Auschwitz trial in 
Frankfurt, and, in Munich, the 
trial has begun of former SS 
Gen 
Karl 
Wolff, accused 
of 
masterminding the murder of 
300,000 Jews. 
German newspaper headlines 
style Wolff as “SS Wolff,” ref­ 
erence to his Third Reich posi­ 
tion as chief of staff to Hein­ 
rich Himmler, chief of the SS 
(Shutz Staffel). 
The German press is cover­ 
ing this look back at the Nazi 
era 
and 
the 
war 
much as 
would the press of any nation. 
With this singular hiatus: save 
for the defendants rn criminal 
trials such as Wolff, nothing is 
said about surviving Hitlerites 
or their families 
In the case of the top Nazis, 
it would seem that with the cat­ 
aclysmic ending of World War 
ll. the earth opened to swallow 
all the highest Hitlerites and 
their families. 
In fact, however, the families 
of most of the top Nazis did 
survive. Today, they live in the 
shadows, ignored but generally 
well off. Most of them live 


slashed, 
his 
eyes filled 
with 
glass, his skull dented, and his 
. . 
left 
leg 
was 
broken 
in five 
boon 
the 
island s 
three re- pjaces gy au logic, his life — or 
boat at jeagt his acting career — 
Island I should have been over. 
Surgical skill put him back to- 


maimng 
businesses, 
a 
builder, a grocery and 
Freight, will have folded 
The 
gruff owner of Island Freight 
the 
and hc endured a long 
will be the last to go. “ After it’s 
all gone,” he says, “I’ll still be 
here.” 


Malaysians Say 


Indonesians Land 
T ODAY 
In History 
KUALA LUMPUR, Malaysia 
(A P )-A small force of 
Indo- By THE ASSOCIATED PRESS 
nesians 
has 
ianded 
on 
the 
Today is Tuesday, Aug. 18, 


period of recuperation. Today 
the scars show faintly, giving 
his handsome face a 
rugged 
look. 
“ I feel great,” he said in his 
Philharmonic Auditorium dress­ 
ing room before a performance. I 
“ Oh, I may get a twinge in m y' 
bones in rainy weather. But oth­ 
erwise I seem to be in as good 
shape as before.” 
Always an independent man, j 
Payne took his time about re­ 
suming his career. His indepen­ 
dence was bolstered by two sea­ 
sons in “ Restless Gun,” a tele­ 
vision series of which he owns 
50 per cent. 
One job he wanted. He heard 
that Meredith Willson was writ­ 
ing a musical based on “ Mira­ 
cle on 34th Street” and asked 
his agent to look into it. Payne 
had starred in the movie with 
Maureen O’Hara and the late 
Edmund Gwenn, who won an 
Oscar for his Santa Claus. 
“ I auditioned for the part sev-1 
eral tim es,” Payne said, “but 
they cast Craig Stevens for the 
New York company. They said I 
wasn't the type. Yes, I played 
the original role, but I guess 
they thought I had changed in 
the 17 years since the movie 
was m ade.” 
When 
“ Here’s 
Love” was 
scheduled for a road tour, the 
producers thought of Payne. He 
broke in with three weeks in 
New York before the tour be­ 
gan. 
“ I felt uneasy at first because 
everybody in the show but me 
knew what they were doing,” he 
said. “ But I caught up with 
them, and now it feels good.” 


BOOSTING PAY—President Johnson signs into law legisla­ 
tion boosting the pay of every civilian in the federal govern­ 
ment except his own. in the Rose Garden of the White 
House. Looking on are (from left) Rep. Robert J. Corbett, 
R-Pa.; Rep. Joe Pool, D-Tex.; Sen. Olin D. Johnston, D-S.C.; 
Sen. Hiram Fong. R-Hawaii; Rep. James H. Morrison, D-La., 
and Sen. Jennings Randolph, D-W. Va. 


swampy west coast of Malaya, 
the Malaysian government an­ 
nounced 
today. 
It called the 
landings a small-scale invasion 


the 231st day of 1964. There are 
135 days left in tile year. 
Today’s highlights in history: 
On this date rn 1587, Virginia 
Dare was borne at Roanoke Is­ 
land said it would inform 
the iand. N.C. She 
was the first 
U.N. Security Council. 
American child of English par- 
Deputy Prime Minister Tun eatage to be bom m North 
Abdul Razak said a force of 30 America. 
to 40 Indonesians and a 
few 
On this date: 
Malaysians landed Sunday night In 1846, Gen. Stephen Kearney 
in southern Johore State and captured Santa Fe, N.M., after 
1 that 13 were captured after a an 800-mile march from Fort 
clash with police and troops. 
One 
Malaysian 
trooper 
was 
wounded. 


Frau Him m lsr at da-Naxificatirn hearing in Munich. 


Leavenworth, Kan. 
In 
1942, 
Gen. 
Sir 
Bernard 
Montgomery' 
w a s 
appointed 
commander of the British 8th 
Army in Egypt. 
In 1944, American troops were 
advancing to the 
outskirts 
of 
Paris. 
Ten years 
ago—Thirty per- 
Thursday has been designated sons were killed when a typhoon 
“ President’s Day” when 
the Cir- struck Japan after leaving one 
d e i die Rotary Club meets 
for American dead and injuring ll 


Rotary Schedules 


President's Day 


ABC College Project 


Means 'A Better Chance' 


more. 
HANOVER, N.H. (AP) — An tor at least tour hours 
Indian youth from South Dakota The atmosphere is tense 
and 
in curls up with Homer s “Odys- competitive, much as it would 
the Munich area, the simple, un- sey,” his eyes darting hungrily be at prep school 
sinister explanation being that across each page. A Negro, idly 
. 
’ 


t h is is w h e r e they were when the drumming his knuckles with a 
‘ 
Nazi Reich collapsed 
pencil, frowns in concentration 
independent schools talent 
The worst off of all the Nazi over an algebra problem. 
search program, whose field di 


its regular session. 
President Ned Harden w i l l 
outline plans for the club for 
1964-65. Other officers are Rich­ 
ard E. Plum, vice president: 
George E. Helwagen, secretary; 
Richard Davis, assistant secre­ 
tary: Harold Defenbaugh, trea­ 
surer: and Dr. Robert G Smith, 
immediate past president. 
The luncheon session will be 
bv held at the St. Philip’s Church 
Parish House, the organization’s 
regular meeting place. 


on Okinawa. 
Five years ago—The foreign 
ministers of the Organization of 
American States ended a con­ 
ference in Santiago, Chile, on 
Caribbean tensions. 
One year ago—Jam es Mere­ 
dith received a degree from the 
University of Mississippi, be­ 
coming the first Negro alumnus 
of the school. 


widows —M argarethe Himmler 
one 
is 
from 
a 
windswept rector is James E. Simmons, a 
lives rn Munich, as does the reservation on the Great Plains, Negro and graduate of Harvard. 
best-off 
Emmy Goering. Frau 
Himmler lives in a cell like Mu­ 
nich apartm ent on a pension of 
under $100 a month from a Pro­ 
testant welfare organization. 
“ My only wish.” laments the 
Nazi Gestapo 
chief s 
widow, 


the other 
Harlem. 
from the slums of 
Working with teachers, wel­ 
fare 
workers, 
church 
groups 


Outdoor Group Sets 
ll Rifle Match 
The Pickaway County Farm ­ 
ers and Sportsmen’s Assn. will 
But both are on the threshold 
, 
of a world once reserved for the an< , ° u*‘ 
. 
foum! P lu m in g 
a 
22 caliber rifle match 
rich and the well born. Thee are stu‘?e,nts wlth “ncertain academ 
preparing to enter the swankiest . 
“* 
, . 
, 
„ 
from the big cities of the East 


6 p m . Thursday at the Fair- 
. °S.! _„aUr al e^ ° e! grounds range, it was announc­ 
ed by Dick Redman, club sec­ 
retary. 
The regular meeting of the or-1 cd his loss Sundav when he went 


$5000 Reward Up 
In Theft of Coins 
WARREN, Ohio (AP) - Har­ 
old Berk, owner of a Warren 
Coin Shop, has posted a $5,000 
reward for information leading 
to the recovery of an estimated 
$250,000 w'orth of rare coins and 
bills taken from his busmess 
place. 
Police said Monday that pro­ 
fessionals were responsible for 
the weekend burglary. Berk, a 
collector for 35 years, discover 


, 
orJ 
New- England prep schools. 
, 
, 
, 
“ is money for an apartment and 
or 
from 
rural 
areas of the 
for coal to heat in the winter- 
or 
youngsters, and 52 South. One is a Puerto Rican 
tim e." 
; 
rs 
* 
them, 
Dartmouth from \ ew York. Another is a 
A few 
blocks 
away. 
Frau College and 40 top-grade pre- Chinese-American 
All 
come Sanization will be conducted at j to the store to pick up some 
Goering and daughter Edd, 25, . pvatory schools thus 
summer! from 
impoverished 
families, 8 P m 
lavish 
penthouse , launched _ a 
program called many subsisting on welfare pay-' 
coms. 
o c c u p y 
a -------- 
. - 
. 
. 
apartm ent in Munich’s 
swank project ABC 
Schwa bing district. After a de- Chance, 
cade of running legal battles, 
Frau Goering has managed to 
retrieve a big chunk of the trea* 


or “ A Better 
mends. 
.. 
j 
If they do well in the ABC 
Its purpose is to help the boys program, the bovs — ranging in 
?r.'_dKe **■ «*» WW * 
age from 13 ... 17 
will no on 
prep schools with full scholar- 
home 
environments 
and the 
sure Reichsmarshal 
Hermann campuses of places Uke the ship aid 
Goering cached 
away. 
Choate School, Phillips Andover 
Rudolf Hess’ wife, Use, 
has Academy, Groton, 
St. 
Paul’s | 
just written 
a 
worst • selling 
and Hotchkiss, 
biographical apology for H i t- 
For eight weeks they are bon 
ler’s adjutant who is 
still 
in big 
up on 
mathematics 
and. 
Spandau War 
Crimes 
Prison. English at Dartmouth. They at- 
But, for her living, t rau Hess tenfj 
ciasses 
for 
four 
bours 
operates an inn in the Allgau d a i l y , then study on their own 
Alpine area outside Munich. 
Joachim von Ribbentrop, Hit­ 
ler’s foreign minister hanged at 
Nuremberg, trained 
for 
Nazi 
diplomacy 
by 
selling c h a m ­ 
pagne for his wife's family firm, 
Henkell. Today, 
Frau 
Ribben 
trop is still wealthy, 
thanks to 
Henkell, whose business is spar­ 
kling as never before. 
Margarethe Himmler, Emmy 
Goering, Use Hess and F r a u 
Ribbentrop—they personify the 
postwar fate of the Nazi wives; 
some are im poverished, some 
are comfortably-off — and all 
Uve in obscurity haunted 
by 
memories. 


Use The 


Classifieds 
COMFORTABLE 
LONG WEARING 


FINE CUSTOM TAILORED CLOTHES 


lin k s h o w iu q 


Friday and 


Saturday 
Aug. 21 & 22 


by 


J o h n 


E llc e s s o r 


New 
Hampshire 
has 
more 
than 1,400 
lakes 
and 
ponds. 
Most were formed during the 
Ice Age. 


Don't Neglect Slipping 
FALSE TEETH 
Do fate# teeth drop, ellp or wobble 
when you talk, eat, laugh or eneeze? 
Don’t be annoyed and embarrassed 
by such handicaps. FASTEETH. an 
nlkallne • non-acid) powder to sprin­ 
kle on your plates, keeps false teeth 
more firmly set. (Jives confident feel- j 
lug of security and added comfort. 
No gummy, gooey, pasty taste or feel­ 
ing. Get FASTEETH today at drug 
counters everywhere. 


J \.e p r e s e n lln q 


,-V . v . . . * : 'v 7 » w V . V yV 


'Iv** 
* 
Caddy M iller’s 


something special 
for schoolboy.. 
B M 
^ 
BRAND 
• 
UNDERWEAR 
Sizes 4 lo 18 
R 
O 
T 
H 
M 
A 
N 
S 


THIS 
N EW 
pottage 
Issua, 
which carries its own mes­ 
sage to a lot ot us, is on 
display In the East Room of 
the White House. 


LUMBER 
BUILDING MATERIALS 
MILLWORK 


Free Estimates - Planning Service 


WE DELIVER 
ANKROM 
LUMBER & SUPPLY 


325 W. Main St. — GU 4-3270 


£ NORM 
Ln+j 


It Would Be Easier . . . and Safer 


To Carry a Checkbook! 


No need to carry cash with you when you po on a 
shopping spree. Open a Checking Account at 
FIRST NATIONAL. Then, when you go shopping, 
just carry your checkbook. 


Come in this week and open your Checking Ac­ 
count. You have a choice between a Regular 
Checking Account and one ol our Special Check­ 
ing Accounts. 


Your Savings Now Earn 4 % 
. .. 


J& c 
FIRST NATIONAL BANK 
„ _______ OF CIRCLEVILLE__________ 
\\c irc ie v ille -7 J £ 474-2151 • Williamsport Td 986-2311 / 
tyu*. 
FULL-SERVICE BomJi, • U tu & tU u tm i 


' Battered Scow ' T he C irc ,ev il,e H erac ! £ I ^ o s,oAug-18’1964 
5 
——_____________________________ 
Will Continue Badly-Injured Actor 


r 


Miss Do n a ld so n 


Ho n o re d with 


Brid a l Sh o we r 


Miss 
L o r e n a 
Donaldson, 
bride-elect of Mr. James Brown. 
was honored a1 a miscellaneous 
bridal shower when Mrs. Don­ 
ald 
McDole and 
Mrs 
Eileen 
Severing 
entertained 
at 
t h e 
home of 
Mrs 
Elijah 
Brown. 
Route I. Stoutsville. 
Games were p l a ye d 
with 
p rizes awarded to Mrs 
Carlos 
Evans. Mrs 
Raymond Donald­ 
son Mrs. I aVerne Skaggs and 
Miss Margie Ferguson. 
Gifts for the honored guest 
were p laced on a table under a 
decorated umbrella. 
Dessert was served to 
Mrs. 
John Schultz, Mrs. Ray Brown, 
Mrs, Ralp h Binkley, Mrs Anna 
James. 
Mrs 
Benny Florence, 
ail of Circleville. 
Miss Donna Fetheroff, 
Mrs. 
Ralp h 
Fetheroff. 
Mrs. J o h n 
Fetheroff, Miss Margie 
Fergu­ 
son. Miss Laverne Skaggs. Mrs. 
Jack Skaggs. Mrs. Carlos Ev­ 
ans. Mrs. Eula Mae McKenzie 
and Mrs. Elijah Brown, all of 
the Stoutsville area. 
Miss Nancy Dean 
and 
Mrs. 
George 
Dean. 
London: 
Miss 
Rose Ferguson and Mrs. 
Ray­ 
mond Donaldson. Ashville; Mn*. 
R a y m o n d Cunningham and 
Miss Louretta Cunningham of 
Rushville; Mrs. Harry Wheaton. 
Miss Dorcy Wheaton and Miss 
Marsha Wheaton. Sharon. Pa. 
Gifts were sent by Mrs. Har­ 
old Remschield and Mrs. David 
Karl, Mrs. Florence Smith, Mrs. 
ba n d e r Brown. Hatton Brown. 
Dale Carle, J o h n Hamilton. 


Mrs. Sh e e ts 


Ho sts Five 


Po in ts WCTU 


W om en 's News 
Th e C ircle ville H e ra ld , Tu e s. A u g 
18 1 964 
C irclev ille 
Oh!- 
' 
Dea r Ab b y: 
By Abi gai l Van Buran 
Mis, Ernest Sheets was hos­ 
tess when members of the Five 
Points WCTU met recently. 
Mrs. Francis Kumiss, p resi- D 
. r 
U t I 
I 
. 
r * 
dent, op ened the meeting w ith' B e J U D I I e . 
b l i t F i r m 
group 
singing, 
“ I 
Would 
Be 


‘4ionorar i l Uw 
l av herDtJ\« me» 
DEAR ABBY: 
A 
very ad' a 
smaU “ " ic e Plat* and give 


M r r L o ? i n f s t" r ^ d L 
V*nC^ 
“ 'year 0ldndgh^ 
^ 
ri " " * "Us*e” before she *<' 
Scrip ture followed by medita I 
“ 
my 8-J,earold uc ks- 
tions and p rayer. 
son about the 
birds 
and the 
-------- 
Miss Laura Long, secretary 
bees. I don’t know quite how 
HEAR ABBY: 
I w ant born 
p ro 
tem, 
rep orted 
and 
Mrs. to handle this because the girl’s >esterday. A woman telep hones 
ierinan Porter gave the trea- mother and I 
are verv 
vood °ur home quite 
often- 
If 
I 
surer s rep ort. 
Roll call was , . 
® 
k 
uare v *ry good -should answer the p hone 
she 
answered by thirteen members 
ne 
; 
has been band>’ 
to hangs up . If my husband an­ 
g lin g a favorite Bible verse. 
aslt this girl to look after my swers it, that is a signal to her 


lumbiislleul ]l! bbie Smi.lh’ Co' 800 for a few hours after school, ^ a t b* ran get away to see her, 
Mrs 
Clark McCaffertv read °r 
Sa,urda' 
» u« nhi' h 
He .1- 
a bo ut 
the 
crusader of 
the U M I every time she has been 
? 
^ 
^ 
m o n t h , Mrs. Jennie Fowler with him he 
seems 
to 
have some p lace 
I wish T m / T nu 


o p e n e ad ‘uier p rogrammwithVa learned some,hing new 0,1 1“ p ut this in the p ap er'to let'Ute 


Swa n k Re u n io n 


Co n d u cte d in 


Sto u tsville 


, i 2 
Mrs- Ra>n,'in<l v 


o p e n e d the p rogram with ai 
^ 
~ 
r e a d i n g , “The Long Range subject* 0ur 
never had a"y 
Plan," 
Mrs. 
Howard 
G rabill! curiosity al aB about things like 
read “ Ihe Little Patriot" and that until this 
girl p ut 
those 


“Are v ™ 
w ^ . ° Udi!M,n r.e.ad- ‘ id« 
a i" his head. I . there a 


Ca le n d a l 


TUES I) \Y 
PICKAWAY 
COUNTY 
den 
C l ub 
Workshop 
P- rn. in the home of 


L u th e r L e a g u e 


Co n ve n tio n is 


I- 


lady know I 
would 
like very 
much to talk to her. If it is my 
husband she wants, 
she 
can 
have him. 
NOT SO DUMB 


U;A3o I*1 Pro g re ss 
Mrs. 
*. To.-,... 
r 
• 


Person als 


Mr. and Mrs. Ralp h Boyer, 


“Are You Watching Me?" Mrs u 
. 
Lloyd Neff gave a reading,'"You 
Uu l W*y t0 p Ut 3 ,t0? TL°c i £ 
DEAR S O T ‘ > d°« bt lf you 
Can Help Y o ut h ”. 
n p 
r p « r T 
„ tPS E Y can unload that doubledealing 
Mrs. William Davis gave a 
frnm 
3 
dandy 09 yours 40 easiJv. What 
refiort on the YTC group and 
a J ? . 
* 
i i 
I*™* woman “ her ri*ht mind would 
told about their camp at Wit- 
£ :!• 
* ii 
a° 
u 
* want 
a man *ho 
« n ’t 
be 
tenburg CoUege in June. S h e 
sIgnif‘™nt 
bearing on his later trusted? Every time 
the tele­ 
thanked the group for their as- 
n H t f u 
\ tTeM lhl* p hon* wouW rin*» 
*b*’d go ding 
sistance. The 
meeting 
closen 
ighUy’ Have 11,6 *,rI 
s mother bats! 
with the 
benediction 
and 
re 
t<,U her dauSht<‘f that the “facts 
_ 
fresh rn ents served by the hos 
J ? ! » ? **** 
ChU 
DEAR ABBY: THE LETTER 


P - i , ; 
r i n d 1 
t i l E ^ m Du 'd LLELG,C TO R° S 
• 
ES 
amused me because we a1- 
.- *« ■ .U Lord- is the theme Z 
t f . £ 
£ 
S 
I A 
^ S 
L T L S 
Z 
“ ^ 
rn. 
J” ' A rth ur; referred to their p arents. 
Ray CarroU, 939 Circle Drive. of the NationaI ALC ' U tte i 
J ZK T lf* Ne£ f wiu> « » • A 


Contention being held No. 436 Military Police Army 
asslsllng 
Mrs. Jay McKenzie. Mrs. Del- 
WEDNESDAY 
League Convention h^ncTTnM 
auu iamil.v attended the 
bert 
Evans. 
Jerry 
Severing, CHS BAND MOTHERS, 8 P.M. this week in Detroit Mich 
° 
436 Military Police Army, 
— 
--------- 
Mrs. Robert Fetheroff. Mrs. Ray 
m the home of Mrs. Twyla 
Aonrovim itou- 
f f Uv °n heJ(1 Sunda>’ in Sidney, 
C L 
Harris, Mu* Peggy Harris and 
Leist, 361 Watt St. 
• be r s ^ d em 
“ T i 
I * " ..the.. « T0UP 
« *U b r i d a l 
S h o w e r 
Miss Deborah Funk 


Miss R iff e l, 


Mr. H a rd m a n 


Pla n To We d 


in the home of Mrs. Tw yla I 
4 , 
Leist, 361 Watt St. 
v 
PP 
.imateIy 
12 000 
mem- 
->exi year Ute 
group 
THURSDAY 
iv 1? an 
c°unselors from the meet in Detroit, Mich 


WILLING WORKERS SONDAY p artTrlp atm T and Ca" ada 
M 
u ^------ . 
School Class of Pontious 
f i >r 
Th 
. 
*^lr* and Mrs. Ed Hixenbaugh, 
The p rogram for the 
group Route 
I, 
Stoutsville, 


us 
with 
an 
extremely 
loud 
stereo or hi ft set. We just turn- 
ed our record p layer on as loud 


The K of P Hall in Stouts­ 
ville was the scene of the an­ 
nual Swank family reunion on 
Sunday. 
Those 
attending 
were: 
Mr. 
and Mrs. 
Merle 
Swank 
and 
children Step hen. Roxanne and 
Rochelle. Bob Fruehling, Rob­ 
ert Swank and children Ricky 
and Ronnie, Mr. and Mrs. Law­ 
rence Swank and children Bil- 
ly Jo, 
Allen 
and Timmy, Mr. 
and 
Mrs. 
R o n n i e Wef/ler, 
Mrs. Mary Brown of Circleville; 
Mrs. A r t h ur Samp sill, Bruce 
and 
Beckie Leatherwood, 
Mr. 
and Mrs. Frank Carp enter and 
children Diane, and Timmy 
o f 
Ashville. 
Orville Zeimer. Mr. and Mrs. 
Ray 
Z e i m e r . 
Mrs. Robert 
Large 
and c h i l d r e n Robin, 
Rhonda and Robbie Jr., Mrs. 
Don Zeimer and children David, 
L a V e r n e, 
Phyllis, 
Teresa, 
D o n n a Gayle, Don Jr., 
and 
Wayne 
Alen. 
Mr. 
and 
Mr s . 
Marvin Justice 
and 
son 
Bo b 
and Mrs, Nellie Campbell o f 
Stoutsville. 
Mr. and Mrs. Darwin Smith, 
and children Tim. Pam, Jimmy 
and Barbara, 
Cleveland; Mr. 
and 
Mrs. 
Roger 
Fisher 
and 
children Jerry, Linda. Jams and 
Debbie 
of 
C a r r o l l ; 
John 
Swank. 
Johnie 
and 
Gary 
o f 
Adams M Ms; Mr. and Mrs. Ray­ 
mond S w a n k and Lo la Mae, 
Amanda. 
Mr and Mrs. Paul Camp bell, 
Detroit, Mich.; Mr. and Mrs. 
David Miller of Millersp ort; Mr. 
and Mrs. Elza Fausnaugh. 
Mr. 


Give n fo r 
School G ass of Pontious KUB 
Church 2 p . rn. at Ted Lewis »-«.“In Z T T u ^ 
r me 
« rouP « oute 
E 
Stoutsville, 
w i l l n • . 
r-. 
p ark. 
s 
t 
L 
d 
v 
r 
o 
m 
l 
u J 
n 
n 
/ 
14.th ^ n g an- 
B r i d e 
E l e c t 


DEAR ABBY: I have a friend „ ™ 
*ld and Mrs. Elza Fausnaugh.1 Mr! 
who has been on a diet for as L d 
song 
..yo u P 
J and 
F ranca 
Fausnaugh, 
ong as I have known her. W hen- DRIVING MF 
CRAZY’* 
n 
and cbildren Sandy and Gary, 
ever we are dining 
out. 
she 
^ 
Mr. and Mrs. Jack Willis, L « ! 


FRIDAY 
study commissions, listening wit- niversary Thursday. A d in n e rs 
ness, 
interest group s, sp ecial p lanned with their son, Billy. 
ll 
" 
vvi, 
olOUtS- uv* 
lulu IHS I UUU, or 
r 
vlUe* 
wa* hostess 
for a bridal 
I her SP°°« into his dessert. 
?.n % 
>n. 
daughter shower given I'riday for Miss 
“Shades of trench mouth, ............... 
,,v 
» • quur so an- 
instead of baking twn g.inrh 
Mr. and Mrs. William liar- 
Ianet L. Stauffer 
— . 
ifs betting me down. I desp ise iBBiiORed as the girl who mar- laver cakes bake half th# hat. 
is p ractice and have hinted r*ed because 
she was tired 
al ter in Dvp big p an and 
_____ 
maining in muffin p ans. 


B ^ T’GER 
HOSPrTAT 
r r t t n 
^merest group s, sp ecial 
* n 
i n n ! . . U 
event and tour' counseling and 
^ 
13' 5 p 
m 
aI HarSus evening meditations 


SALEM WCTU. 1:30 P. SI 
IN I £ }£ ? ? • J !? n ™ * ' - , 
°f Mr' ^ 
M" ' ™ 
'm H as Janet L.^StaufferV W iIU aTs^n 
the home of Mrs. Hazel Leist. Hoover ’ counselor 
t i ' . f T ' m? on' -u'ffer.son Addition, is bride-elect of Mr. David L. Loi­ 
n s N Washinmon v, 
Hooter, counselor, 
are attend- 
a - 
....................................... 
- 


won t think of ordering 
any* !?nt -°-T.. *.f*T . .Tt’<‘y 
,b'' caster. 
thing 
fattening; 
but just 
let e ^ r ^ c T 
***“ ^ 
11 was dwided 
bold the re- 
.someone else order it and, the 
' 
union at the same p lace the 
moment it comes, she’ll p lunge 
MRS* *• IN PIEDMONT third Sunday In 
August 
next 
Mrs. 
Harry 
Lovett, 
Stouts- ber fork into his food, or sink 
— 
__________ 
year. 
CONFIDENTIAL 
TO 
THE 
RESA: No o ne ii quite so dis- 
Instead of baking two S-inch 


115 N. Washington St. 
MONDAY 
BERGER HOSPITAL 
GUILD 
No. 41, 8 p . rn. in the home 
of Mrs. Roger Schneider, 310 
Walnut Creek Pike. 


ing from Circleville. 


*e. 
I 
« 
. ! 
— ‘va*T 
aaug nter -',uuv *v r g iv en Friday fo r Miss I 
Barbara 
Mackenize. 
Connie of Mr. and Mrs 
William Gar Janet L Stauffer w on 
if 
Carob' rmp tnn 
* ! a 
J ldr' k.-!, 
I 
^ ^ a m s p o r t. { 
« 
« 
« jwii i aesp ise 
layer cake*, bake half the bat- 
this p ractice and have hinted ned because she wras tired o f ter in the big p an and the re­ 
mail I’m blue in the far.' hot working. 
i 
^ 


Gu e st Sp e a ke r 


Ad d re sse s 


C a lva ry WSWS 


MISS JANICE E. RIFFEL 


Miss Goldie Swartz of Sebring. 
Fla , a retired missionary from 
India, was guest 
sp eaker when 
the WSWS of the Calvary ELB 
Church met recently. 
Mrs. Dale Delong, p resident, 
welcomed members and guests 
and 
read 
for 
the 
scrip ture 
Matthew 9:35-38. The group w’as 
Mr. and Mrs. Harold R iff el, ’ reminded to bring old articles to 
Route 
I, 
are announcing the the next meeting and 
also of 
engagement a n d ap p roaching the do-it-yourself p roject for Oc 
m arriage of t h e i r daughter, tober. The annual clothing drive 
fp 
Janice Elaine, to Mr. Leonard is scheduled in Sep tember. 
Hardman, ?ron of Mr. and Mrs. 
Mrs. Swartz showed slides of 
Donald Hardman, Laurelville. 
India describing the 
mode of 
’I he bride-elect is a graduate living, industries and the Chris- 
of Logan Elm High School and tian life of the p eop le there 
is emp loyed by the Grange Mu- 
Refreshments were served to 
tual Casualty Insurance Com- 15 members and 36 guests who 
p any, Columbus. 
rep resented 
e i g h t 
different 
Mr. Hardman, a graduate of churches of Circleville. 
Logan 
Elm High School, is em- 
-—___________ 
___ 
p layed 
by the Meade 
Pap er 
C D C C ;A 
Comp any, Chillicothe. 
u G S S l O t l 
t i Q I (J 
The op en church wedding will 


u 
t 
vav V » V* 
4 . I / a > IU 
Ej OV'* ’ 
» 
— 
T-v-m y-L XI 
visiting her grandp arents Mr. ett. Mrs. Gary Lovett, Colum-11111111 I m blue ln 
^ lace, but working. 
ana Airs. E. M. Griffith, Aman- bus, was co-hostess. 
nothing stop s her. What 
would 


Co llin s Fa mily 


Co n d u cts 


Picn ic Din n e r 


HAREM FOR $5 0 .0 0 0 — Mrs. 
Marie Miller 
(above), 23- 


G a m e s 
were 
p layed 
and you suggest? 
p rizes awarded to the honored 
VICTIM 
guest. Refreshments were serv-j 
DEAR WCTIM: Be p rep ar- 
ed. 
ed! When you order, ask 
for 
I 
Those p resent were Mrs. C. 
-------------------- 


M ufT ih e 1!' R robst^C irclev ille' M o n d a y M e e t S l a t e d 


B V B e r 9 e r G ui l d 4 1 
Mr. and Mrs. Robert Collins 
P °11118 Stuaff' 
W lflilBip Oft; 
Mrs 
Roger 
Schneider, 
310 
and children Bobby and Darlene 
.Marsha^. buf f e r , Chilli- Walnut Creek Pike, 
w ill enter- 
of Saltcreek Township , 
enter- >1 
, , 
J Iyne Stambaugb, tam members of Berger Hosni- 
i tamed .Sunday with p icnic din- „ 
f 
,y B e n n e 11, M i s s tai Guild No. 41 at 8 p . rn. Mon- 
ner in honor of Mr. and Mrs 
?* 
J? UfinDingham- 
Colum- day. Mrs. Richard Robbins will 
Emerson Collins and children ^ US:. Mrs Joe McBrid<*. M i s s be co-hostess. 
Pamie Linda, 
Patty 
Denise Traci McBride. Mansfield and 
* 
. . 
. 
and 
Mike 
Mr and Mrs 
nm Mrs- L E Lovett, Athens 
' ^,en\bers ™ « ked to brtn-f 
Collins and daughter” : 
Te ZG 
ifts ^ 
'-'n' •» ' Mrs.' Clar- j 
|and 
Wanda 
and 
Miss Karon ‘'nce Clark' Miss Jan‘<' Clark. I 
comp l et ed ap rons. 
Armstrong of Seattle, Washing 
Mrs’ 
Martin. 
Mrs. 
Ton. 
Frank Drake. .Mrs. Gene Sel- 
Others p resent were; Mr and ^CrS aIK* ^ 1Ss Butb Am Weaver, 
Mrs. Myrl CoUins, Mr and Mrs. j r 
1 
- 
| Russell Teets and children M e l - j bun d a y S c h o o l C la S S 
.ame, Wertie, and Jimmy, Mr. 
r . 
. a , . 
^ 
1 
and 
Mrs. 
Ward Skinner 
and 
blQ te S W i e n e r 
R o o s t 
children Connie, Beth, Tom and 
m. 
Mark, Mr. and Mrs. Jerry Col-kJ^*** 
^ 
KLngensmith wall 
lins and sons Jeff and Timmv 
for m em* 
and 
Mr. 
and 
Mr-. 
Howi rd 
0 
e " 
Workers Sun- 
Weav er andTo na R andy To d 
“ 
J ? 
the P°" 
Barry, Circleville 
tious ELB Church 2 p m . Th ars 
Mr 
I day at Ted Lewis Park. 
Mr. and Mrs. 
Wert 
Collins j 
___ ___________ 
___ 
Mr. and Mrs Keith Smith and 
D 
n 
i i 
ki 
v 
daughter Rhonda. Mr. and Mrs. j 
e r 9 ^ r v 3 U lld 
N o . 
1 3 


Did Yo u Know Th at We Have: 


Mary Po pping Scrap Bo o k*, Albums etc. 


* Ideal Bo o k* 


* Co nstructio n Paper 


* Po ster Paper 


* Crepe Paper 


The HAMILTON Store 


1 1 0 W. Main St. — Circlev ille 
“ t o m e In and Bro wse Aro und’* 


uurng win 
_ 
uke p lace 7:30 p. m.^sep t. i9 By A u xilia ry 


ton, O., divorcee, 
I 
^ 
— — - -w. .» 
is making a bid to join 
the 
L.vL, 
f ta I? S 3nd chlldrt*n 
P l n n s 
P i r n i r 
suleimar a1 
and Debbie, Stoutsville; 
‘tJ n S 
r l C n i C 
r T I Q O y 


in 
the 
T a r l t o n 
Church. 


T a rlto n A id 


So cie ty Me e ts 


Mrs. 


The Ladies Auxiliary No. 685 
of FOE met last week in the 
social room of the lodge on 
E. Main St. 
Eloise 
Ford, 
madam 
p resi­ 
dent, 
conducted 
the 
meeting. 
Business rep orts were p resent 
ed and two new officers. Ruth 


harem of Sheik Suleimar a1 
Huzail of Beersheba, Israel. 
He has had 53 wives, but 
never more than four at one 
time, and now he wants an 
American wife. He p romises 
$50,000 
for 
living 
in 
his 
harem one year. His annual 
income exceeds $12 million. 
If he accep ts her, Mrs. Miller 
will take her tw'o children. 


I , , , 
, 
,BiU CoUim une! 
Husbands 
will be guests when 
[children Vie. Greg, 
Allen and members 
of 
Berger 
Hosp ital 
p dLen«’ I'ancasIter: yir- and Mrs. j Guild No. 1 3 meet 5 p. rn. Fri- 
Robert 
I atriek and son Gary, day at Hargus Lake for 
a p ic- 
| Asnvute. 
nic. 


Mrs 
E l d o n 
Drum, 
„rw uniters, itum 
HJS and Mrs Irwin B o o t h , 
secretary ; 
and 
Mrs 
-............- 
Kohler were hostesses when the Inze Tucker, conductress, were c 
I 
« 
Tarlton 
Lutheran 
Aid Society installed 
j Q I C m 
W L I U 
M e e t 
met in the church basement. 
Joan W’ilson closed 
the meet- C U 
J 
I 
_i 
r • 
The meeting o p e n e d with ing with a p rayer. 
j C n C G U i G Q 
r r i d o y 
g r o up singing of "Beautiful 
Members 
of 
Salem 
ur n ? 
saviour 
followed by devotions 
For large hamburgers, shap e will meet 1:30 p m Friday in 
an 
p rayer by IL M. Schlotter- a p o un d of ground chuck into the home of Mrs Hazel Leist 


‘‘Abide with M 
e ^ h>'mi1 ^ 
^ 
___________________ 
U5 N. Washington St. 
A musical play ette was pre 


HUOHNKDri i 
©it*- 
. 
wh en you CALL on US I 


T H E v i l l a g e 
r; 


a n America n ca mp u s tra d itio n 


Gently do es it. Smile. Do n’t rv sh thing s. Wo rk. Bo t do n t po nk. 


lo o k befo re y o u jo in. Brush y o ur heir. Draw co nfidence and calm and 


g race fro m a ViUAOlt There’s no thing so steadily assuring as wearing 


♦he ex actly rig ht thing . Rig ht, but no t co nfo rmist. Rig ht, but witho ut 


a tract o f that slig htly rig id lo o k that co mes fro m try ing to o hard . . . 


effo rtlessly rig ht. v uiAGttS o re, in fact, a so rt o f passpo rt, 
<% 


Dean's List amo ng the kno wing . To arriv e with v tiUGMS is to be 


halfway in already . The rest is up to y o u. Brush y o ur ho ir. Smile 


vented by Lyn Fraunfelter, Di­ 
anna Luckart. Connie Jones and 
.Nadine Hinton. Ann Jones con­ 
ducted a contest. 
Refreshments were served. 


K 
l 
sharifs 


W ife Pre se rve rs 


K **p parsl ey fr*»h by pl aci ng i n 


’ r n smal l j ar, cap ti ghtl y, refri gerate. 


AUTO GLASS 


REPLACED 
Windshields Guaranteed 
Not to Leak! 
Insist on 
EOF or Pittsburgh 
Plate Glass 
We .Stock Both 
GORDON’ S 
Main and Scioto 
Established 192$ 


FINAL SUMMER 
CL EARANCE 
SWIMSUITS 


V s and Vi o ff 
DRESSES" 
s5 - $8 - SH 


OPEN WEDNESDAY TIL 5:30 


SLIPCOVERS, DRAPERIES AND 


RUGS CLEANED LIKE NEW! 


[ Now’s the time to hav e your “ tired” furnishings re­ 
stored to sp arkling new freshness, ready for holi- 
jdays ahead. Cali GE 4-6142 for p rom p t p ick-up to- 
day! 


fta w h ilts 


Si nc e 1908 


& t i t 


W A 


THE DEB SHOP 


In q u ire ab o u t our layaway 


r 


Miss Donaldson 


Honored with 


Bridal Shower 


Miss 
L o r e t t a 
Donaldson, 
bride-elect of Mr. James Brown. 
was honored at a miscellaneous 
bridal shower when Mrs. Don­ 
ald 
Mc Dole and 
Mn:. 
Eileen 
Severing 
entertained 
at 
t h e 
home of Mrs 
Elijah Brown, 
Route I. Stoutsville. 
Games were p l a y e d with 
prizes awarded to Mrs. Carlos 
Evans. Mrs. Raymond Donald- j 
son Mrs. Laverne Skaggs and 
Miss Margie Ferguson. 
Gifts for the honored guest 
were placed on a table under a 
decorated umbrella. 
Dessert was served to 
Mrs. 
John Schultz, Mrs. Ray Brown, 
Mrs. Ralph Binkley, Mrs. Anna 
James. Mrs. 
Benny Florence, I 
all of Circleville. 
Miss Donna Fetheroff, 
Mrs. j 
Ralph Fetheroff. 
Mrs. J o h n 
Fetheroff, Miss Margie Fergu­ 
son. Miss Laverne Skaggs. Mrs. j 
Jack Skaggs. Mrs. Carlos Ev­ 
ans, Mrs. Eula Mae McKenzie | 
and Mrs. Elijah Brown, all of 
the Stoutsville area. 
Miss Nancy Dean 
and 
Mrs. 
George 
Dean. 
London; 
Miss 
Rose Ferguson and Mrs. 
Ray­ 
mond Donaldson, Ashville; Mrs. 
R a > rn o n d Cunningham and 
Miss Louretta Cunningham of 
Rushville; Mrs. Harry Wheaton. 
Miss Dorcy Wheaton and Miss 
Marsha Wheaton. Sharon. Pa. 
Gifts were sent by Mrs. Har­ 
old Reinschield and Mrs. David 
Earl, Mrs. Florence Smith, Mrs. 
Leander Brown. Hatton Brown, 
Dale Carle, J o h n Hamilton. 
Mrs. Jay McKenzie, Mrs. Del-1 
bert 
Evans. 
Jerry 
Severing, 
Mrs. Robert Fetheroff. Mrs. Ray 
Harris, Miss Peggy Harris and 
Miss Deborah Funk. 


Airs. Sheets 


Hosts Five 


Points WCTU 


Swank Reunion 


ATTENDING CONVENTION — The national ALC Luther League Convention is now in progress 
in Detroit, Mich. Local representatives are. left to right: Barbara MacKenzie, daughter of Mr. 
and Mrs. John R. MacKenzie, 50f> Forest Drive; Connie Lindsey, daughter of Mr. and Mrs. 
Gene Lindsey, 554 Greenaere Court; Gloria Barr, daughter of Mr. and Mrs. Raymond A. Barr, 
212 Walnut St.; and Miss Carole Hoover, Lincoln Drive, counselor. 


Women's News 
The Circleville Herald, Tues, Aug. 18, 1964 C o n d u c te d It! 
Stoutsville 


C irc le v ille vJhl< 
Dear Abby: 
Mrs. Ernest Sheets was hos­ 
tess when members of the Five 
Points WrCTU met recently. 
M r, Francis Furnish presi- i g g 5 ^ 
^ 


By Abigail Van Buran 
The K of P Hall in Stouts; 
Ville was the scene of the ans 
nual Swank family reunion on 
j Sunday. 
dent, opened the meeting with I D C D U O T IC , O U T F I riT l 
I 
Those 
attending 
were: 
Mr. 
group 
singing, 
' I 
Would 
Be 
r i V A -D 
A t > n v 
a 
a 
i i 
i 
a 
a 
i 
a n d 
^ 
r s - 
Merle 
Swank 
and 
True - and used as her theme, 1 
D t-AR ABBY: 
A 
ver>’ 
ad' a smal> « rvi« P>a** »"<■ * * « ; children Stephen. Roxanne and 
“ Honor God W itll Your Bodies.” vanced 12-year-old neighbor girl her a “taste** before she at- Rochelle, Bob Fruehling, Rob- 
Mrs. 
L o r i n g 
Stoer 
r e a d has been telling my 8-year-old tacks. 
ert Swank and children Ricky 
son about the birds 
and the 
Scripture followed by medita­ 
tions and prayer. 
Miss Laura Long, secretary Ibe€s* 1 don,t knovv Quite how 


; and Ronnie, Mr. and Mrs. Law- 
I wan’t born I rence Swank and children BU* 


pro tem, 
reported 
and 
Mrs. 
Herman Porter gave the trea­ 
surer's report. Roll call was 
answered by thirteen members 
giving a favorite Bible verse. 


DEAR ABBY 
honkie chic w a.t«n th* c i r l ' yesterday. A woman telephones ^ J°* 
ARen 
and Timmy, Mr. 
to handle this because the girl 
our home 
i(e 
often 
]f 
[ and 
Mrs. 
R o n n i e Weffler, 
mother and I are very good; should answer the phone 
sbe Mrs. Mary Brown of Circleville; 


hangs up. If my husband an­ 
swers it, that is a signal to her 
that he can get aw*av to see ber, 
which he promptly does. He a1 


friends. It has been handy 
to 
ask this girl to look after my 
Mrs. A r t h u r Sampsill, Bruce 
and 
Beckie Leatherw’ood, 
Mr. 
and Mrs. Frank Carpenter and 
children Diane, and Timmy of 
One guest Debbie Smith, Co- I son for a few hours after school, 
lumbus, was also present. 
; or on Saturday afternoons, but. 
„ 
- 
* - 
y 
~ 
Ashville 
Mrs. Clark McCafferty read , 
, 
, 
ways finds some kind of e x -iA'snvme> 
a b o u t the 
crusader 
of 
the 
^ e' er>T time she has been cuse 
ge^ ^ 
car and go 
Orville Zeimer. Mr. and Mrs. 
m o n t h , Mrs. Jennie Fowler with him he 
seems 
to 
have some place. I wish you would | Ray Z e i m e r . 
Mrs. Robert 
put this in the paper to let the 
lady know I would like very 
much to talk to her. If it is my 
husband she wants, 
she 
can 
have him. 


Calendar 
Luther League 


Convention is 


In Progress 


Large and c h i l d r e n Robin, 
Rhonda and Robbie Jr., Mrs. 
Don Zeimer and children David, 
L a v e r n e , 
Phyllis, 
Teresa, 
D o n n a Gayle, Don Jr., 
and 
NOT SO DUMB j ?'ayn? 
5 len’ 
Mr- and M^ 
n r . B 
. . .. 
Marvin Justice 
and son Bob 
ITPSFT 
? ^ 
* 
a 
m a 
2°" and Mrs 
Nellie Campbell of 
LPSET can unload 
that double-dealing 
t 
Mrs: 
William 
« 
DEAR 
UPSET: 
How, 
and dandy of yours so easily. What 
Mr flnH Mr_ 
n . 
•_ 
s. William Davis gave a from 
whom, 
a 
child 
learns woman in her right mind would 
‘! . J 
L Darv*m Smith, 
m T V n, 
gr0UP and about the birds and bees has . want 
, 
man 
who 
c a n 'I t e and <LhUdren ^ 
Pan*. Jimmy 
old about them camp at Wit- significant bearing on his later trusted? Every time the tel^ * ^ Barhara' 
Cleveland: Mr 
than^H 
“ / 
“ f' S h * i 
attitudes, so dont treat this phone would ring, she'd go ding “h t 
, 
" T 
a 
, 
thanked the group for their as- 
' 
, h . 
S .... 
* 
8 
children Jerry, Linda. Jinn and 


Willmg and Mrs. William Davis learned something new on the 
o p e n e d the program with a subject. Our bov never had any 
r e a d i n g , “The Long Range 
. 
„ ' 
... 
' 
Plan,” 
Mrs. 
Howard 
Grabill curiosity at all about things like 
read “The Little Patriot” and that until this 
girl put 
those 
Mrs. Ernestine Dudleson read, 1 ideas in his head. Is there a 
' Are You Watching Mc?". Mrs. tacUul way t0 put a stop t0 ,t? 
Lloyd Neff gave a reading, “You 
Can Help Y o u t h“. 


Miss Riffel, 


Mr. Hardman 


Plan To Wed 


T U E SD A Y 
PICKAWAY 
COUNTY 
GAR 
den 
C l u b 
Workshop, 7:30 


Driv” : 
ALC* S 
modreManda fdamnvS- i ^ T 
^ h ' l ^ ^ 
With Mr*' Arthur 
u fp n v t-n » v 
i 
National 
ALL 
Luther more and familv attended the Winfough assisting hostess. 
WEDNESDAY 
League Convention being 
held No. 436 Military Police 
Army I 
— _________ 
CHS BAND MOTHERS, 8 P.M. this week in Detroit. Mich. 
reunion held Sunday in Sidney. 
in the home of Mrs. Twyla. 
Approximately 
12,000 
m e m -IO. Next year tile 
group 
will 
Leist, 361 Watt S t ^ 
hers and counselors from 
the meet in Detroit, Mich. 
THURSD.H 
United States and Canada 
are 
-------- 
WILLING WORKERS SIND AY participating. 
Mr. and Mrs. Ed Hixenbaugh, 
School Class of Pontious ELB 
The program for the 
group Route 
I. 
Stoutsville, 
w* i 11 


ccfow 
rp» 
, 
lightly. Have the girl’s mother bats! 
wfth th* 
h r x ,mf etmg 
^losed tell her daughter that the “facts 
enediction 
and 
re 
o( Hfe #re for . . ^ r " chil. 
DEAR ABBY: THE LETTER | Adams 
less assHPd hv Vtr 
n 
hos‘ i dren (say about 12) and since | SIGNED “ALLERGIC TO ROS- 
Mr. and Mrs. Ralph Rover. 
The next meeting win t a ’held ^VOU" ! ! r 
, kT1 J I 
i ES” amused me because we a1- 
Mr. and Mrs. Clarence Radcliff Sept. 9 
in the home of Mrs. *r0U^ - 
I so had ne‘Shbors wh<> disturbed 


Church 2 p. rn. at Ted Lewis will consist of Holy Communion, observe their 14th wedding an-1 
Park. 
FRIDAY 
BrT,GER 
HOSPITAL 
Sh 
13. 5 p. rn. 
at 
~uKe. 
SALEM WCTU. 1:30 P. M. IN Lindsey, 


Bridal Shower 


Given for 


Bride Elect 


stand their questions should be us 
referred to their parents. 
with 
an 
extremely 
loud 
stereo or hi fi set We just turn- _ 
___ 


DF AR ABBY- 
I have a friend *** <>Ur 
Pla' e r o n a s '?ud! and Mrs. 
Elia Fausnaugh. 
Mr. 
DEAR ABBA. 
I have a friend. as we could, and played that 
and M„ . Frlocia Fausnaugh, 


Debbie 
of 
C a r r o l l ; 
John 
Swank, 
Johnie 
and 
Gary of 
M ’ls; Mr. and Mrs. Ray­ 
mond S w a n k and Lola Mac, 
Amanda. 
Mr. and Mrs. Paul Campbell, 
Detroit, Mich.; Mr. and Mrs. 
David Miller of Millersport; Mr. 


who has been on a diet for as 
cone 
“VOlT 
votI’RF 
i 
~ 
~ 
w_w 
long as I have known her. When- d r IVTN-g m e 
CRAZY” 
over 
Mr and v A a ! * Willis 
ever we are dining 
out. 
she and over again Thev go( ^ 
“ r- “ d Mr»- Jacl[ " dlu- 
won t think of ordering 
any- hint and we-ve been giixi friends 
thing fattening; 
but just 
let 
someone else order it and, the 
study commissions. listening wit- niversrary Thursday. A dinner is 
ness, 
interest groups, special planned with their son. Billy. 
^ rs- 
Harry 
Lovett, 
GUILD event and tour, counseling and 
Ville, was hostess for 
^ 
____ 
Hargus evening meditations. 
j 
Candy 
Harrington, 
daughter shower given Friday for 
M i s s . / Shades of trench 
mouth. 
Barbara 
Mackenize. 
Connie of Mr. and Mrs. William Har- Jar*et L. Stauffer. Williamsport, d s 
me down. I despise 


moment it comes, she ll plunge 
Stouts- der *ork *nt0 
food, or sink 
bridal der SP000 *nto his dessert. 


It was decided to hold the re- 
ever smce. 
union at the same place the 
MRS. B. IN PIEDMONT third Sunday In 
August next 
year. 
CONFIDENTIAL 
TO 
THE 
RESA: No one is quite so dis­ 
illusioned as the girl who mar- 


the home of Mrs. Hazel Leist, 
115 N. Washington St. 
MONDAY 
BERGER HOSPITAL 
GUILD 
No. 41, 8 p. rn. in the home 
of Mrs. Roger Schneider, 310 
Walnut Creek Pike. 


indsey, Gloria Barr and Carole rington, Jefferson Addition, is bride-elect of Mr. David L. Lov- 
Practice and have hinted j 
. . 
oover. counselor, 
are attend- visiting her grandparents Mr. e*L Mrs. Gary Lovett, Colum- lultd * m ^ ue *n 
^ace. but wvi"wI ’ 
Hoov 
ing from Circleville. 


Instead of baking two S-inch 
layer cakes, bake half the bat­ 
hed because she was tired of I ter in the big pan and the re­ 
maining in muffin pans. 


and Mrs. E. M. Griffith, Am an-1 bus, was co-hostess. 
i nothing stops her. What wxxild 
da. 


......... - Le. 
----- 
J 
MISS JANICE E. RIFFEL 


Mr. and Mrs. Harold Riffel, 
Route I, are announcing the 
engagement a n d approaching 
marriage of t h e i r daughter, 
Janice Elaine, to Mr. Leonard 
Hardman, j-xm of Mr. and Mrs. 
Donald Hardman, Laurelville. 
The bride-elect is a graduate 
of Logan Elm High School and 
is employed by the Grange Mu­ 
tual Casualty Insurance Com­ 
pany, Columbus. 
Mr. Hardman, a graduate of 
Logan Elm High School, is em­ 
ployed 
by 
the 
Meade 
Paper 
Company, Chillicothe. 
The open church wedding will 
take place 7:30 p. rn. Sept. 19 
in 
the 
T a r l t o n 
Methodist 
Church. 


Guest Speaker 


Addresses 


Calvary WSWS 


Miss Goldie Swartz of Sebring. 
Fla., a retired missionary from 
India, was guest speaker when 
the WSWS of the Calvary EUB 
Church met recently. 
Mrs. Dale Delong, president, 
welcomed members and guests 
and 
read 
for 
the 
scripture 
Matthew 9:35-38. The group was 
reminded to bring old articles to 
the next meeting and also of 
the do-it-yourself project for Oc­ 
tober. The annual clothing drive 
is scheduled in September. 
Mrs. Swartz showed slides of 
India describing the 
mode of 
living, industries and the Chris­ 
tian life of the people there. 
Refreshments were served to 
15 members and 36 guests who 
represented 
e i g h t 
different 
churches of Circleville. 


Collins Family 


Conducts 


Picnic Dinner 


G a m e s 
were 
played 
and ^ou su££est? 
prizes awarded to the honored 
guest. Refreshments were serv­ 
ed. 
Those present were Mrs. C. 
P. Heiskell, Mrs. Ida Mitchell, 
Miss Ethel Brobst, Circleville; 


VICTIM 
DEAR VICTIM: Be prepar­ 
ed! When yon order, ask 
for 


M onday M eet Slated 


Mrs Charles Picklesimer. M issjg y Berqer Guild 41 
f aith Ann Picklesimer, M i s s 
3 
. .. 
_ t 
„ 
Donna Staffer, Williamsport; 
Mrs. 
Roger 
Schneider, 
310 
and rh ih lln r L ! 
? n lo !mS Mrs- Marshall Stauffer. Chilli- Walnut Creek Pike, wdll enter-i 
of suitor^vir 
c°the ; Mrs. W ayne Stambaugh, 
tain members of Berger Hospi-J 
Miss Lily B e n n e t t , M i s s tai Guild No. 41 at 8 p. rn. Mon- 
Colum- day. Mrs. Richard Robbins will 
bus: Mrs. Joe McBride. M i s s be co-hostess. 
Traci McBride. Mansfield and 
Members are asked to bring 
Mrs. L. L. Lovett, Athens. 
CU| an(j presse<i bazaar projects* 
Gifts were sent by Mrs. ( lar- J scissors and completed aprons. s 
ence Clark. Miss Janie Clark, 
Mrs. 
William 
Martin. 
Mrs. 
Frank Drake. Mrs. Gene Sel­ 
lers and Miss Ruth Ann Weaver. 


of Saltcreek Township, 
enter­ 
tained Sunday with picnic din- i/' L 
c u 
c 
nor in honor of Mr. and Mr". Barbara CunninSham- 
Emerson Collins and children 
Pamie Linda, 
Patty, 
Denise 
and 
Mike, 
Mr. and Mrs. Jim 
Collins and daughter? Teresa 
and 
Wanda 
and 
Miss 
Karen 
Armstrong of Seattle, Washing­ 
ton. 


Did You Know That W e Have: 


* Mary Poppins Scrap Books, Albums etc. 


* Ideal Books 


* Construction Paper 


* Poster Paper 


* Crepe Paper 


The HAMILTON Store 


110 W. Main St. — Circleville 
“Come In and Browse Around’* 


Others present were: Mr. and 
Mrs. Myrl Collins, Mr. and Mrs 
* 
J * * 
V V / U I U O , 
IT I I * 
Ct H U I 
i l l I O . ! P 
J 
I 
I 
I 
Russell Teets and children M e l - 'M u n d a y j C n O O l v-lG SS 
anie, Wertie, and Jimmy, Mr. L . 
. 
» A/ . 
0 
and 
Mrs. 
Ward 
Skinner and a l o t G S W i e n e r R O G S t 
chddren Connie Beth Tom and I 
Mrs 
Ethel Klingensmith will 
Mark. Mr. and Mrs. Jerry Col-j host a weiner roast for mem. 
lins and sons Jeff and Timmy, | 
of the wining Workers Sun- 


Tarlton Aid 


Society Meets 


Mrs. 
E l d o n 
Drum, 
Mrs. 
Franklin Strous and Mrs. Irwin 
Kohler were hostesses when the 
Tarlton 
Lutheran 
Aid Society 
met in the church basement. 
The meeting o p e n e d with 
g r o u p singing of “ Beautiful 
Saviour” followed by devotions 
and prayer by H. M. Schlotter- 
beck. vicar. The closing hymn 
was “ Abide with Me.” 
A musical playette was pre­ 
sented by Lyn Fraunfelter. Di­ 
anna Luckart, Connie Jones and 
Nadine Hinton. Ann Jones con­ 
ducted a contest. 
Refreshments were served. 


Session Held 


By Auxiliary 


The Ladies Auxiliary No. 685 
of FOE met last week in the 
j social room of the lodge on 
E. Main St. 
Eloise 
Ford, 
madam 
presi­ 
dent. 
conducted 
the 
meeting. 
Business reports were present­ 
ed and two new officers. Ruth 
B o o t h , secretary; 
and Mrs.* 
WauTJ ker' conductress' wert Salem W C TU M eet 


ing°with aSfprai‘ere^ 
^ 
‘ Scheduled Friday 
--------------------------- 
Members 
of 
Salem 
WCTU 
For large hamburgers, shape will meet 1:30 p rn. Friday in 
a p o u n d of ground chuck into the home of Mrs. Hazel Leist. 
three patties. 
115 N. Washington St. 


HAREM FOR $50,000 — Mrs. 
Marie Miller 
(above), 23- 
year-old Dayton, O., divorcee, 
is making a bid to join the 
harem of Sheik Suleimar a1 
Huzail of Beersheba, Israel. 
He has had 53 wives, but 
never more than four at one 
time, and now he wants an 
American wife. He promises 
$50,000 for 
living in 
his 
harem one year. His annual 
income exceeds $12 million. 
If he accepts her, Mrs. Miller 
will take her tw*o children. 


and 
Mr. 
and 
Mrs. 
Howard 
Weaver and sons Randy and 
Barry, Circleville; 
Mr. and Mrs. 
Wert Collins, 
Mr. and Mr?. Keith Smith and 
daughter Rhonda, Mr. and Mrs. 
Dwight C o l l i n s and children 
Ricky and Debbie, Stoutsville: 
Mr. and Mrs. Bill Collins and 
children Vie, Greg, 
Allen 


day School Class of the Pon­ 
tious EUB Church 2 p.m. Thurs­ 
day at Ted Lewis Park. 


Berger Guild No. 13 


Plans Picnic Friday 


Husbands will be guests when 
and members 
of 
Berger 
Hospital 
(Karen, Lancaster: Mr. and Mrs. Guild No. 13 meet 5 p. rn. Fri- 
Robert Patrick and son Gary, day at Hargus Lake for a pic- 
I Ashville. 
nic. 


W ife Preservers 


K«»p parilcy fr«th by placing in 


I small jar, cap tightly, rsfrigsratt* 


AUTO GLASS 
REPLACED 


Windshields Guaranteed 
Not to Leak! 
Insist on 
LOE or Pittsburgh 
Plate Glass 
We Stock Both 
GORDON’S 
Main and Scioto 
Established 1925 


FINAL SUMMER 
CLEARANCE 
SWIMSUITS 
V3 and * / 2 off 


s5 - 
DRESSES 


8 
- 
$ 
ll 
OPEN WEDNESDAY TIL 5:30 


—:------- 
pQ U N D PSA H ffll 


when you CALL on US! 


SLIPCOVERS, DRAPERIES AND 


RUGS CLEANED LIKE NEW! 


Now s the time to have your “ tired” furnishings re­ 
stored to sparkling new freshness, ready for holi­ 
days ahead. Call GR 4-6142 for prompt pick-up to­ 
day! 
Bcvtnfultd 


Since 1908 


THE villager: 


an American campus tradition 


Gently does it. Smile. Don’t rush things. Work. But don’t panic, 


look before you join. Brush your heir. Draw confidence and calm and 


grace from a village*. There’s nothing so steadily assuring as wearing 


♦he exactly right thing. Right, but not conformist. Right, but without 


a trace of that slightly rigid look that comes from trying too hard .. • 


effortlessly right. VILLAGERS are, in fact, a sort of passport, a 


Dean's list among the knowing. To arrive with villagers is to be 


halfway in already. The rest is up to you. Brush your hoir. Smile 


!*•' i "'n" 


T H E D E B S H O P 


Inquire about our layaway 


t 


Chris Short S 
Scioto Downs Entries, Results Golf ToilfflOy 


Is Scheduled 


At Lansdowne 


5-Hitter Is 


Help to Phils 


Bv THE ASSOCIATED PRESS 
Chris Short is being hidden by 
Sa ndy Koufa x's sha dow. 
Still, 
it % a gia nt step forwa rd for a 
guy who la st yea r led the Phila ­ 
delphia pitching sta ff in only 
one depa rtment — wild pitches. 
Short 
pitched 
a 
five-hitter 
Monda y night, posting his 12th 
victory a nd lowering his ea rned 
rtfn a vera ge to a brillia nt 1.9 1. 
a s’ the Phillies stretched their 
Na tiona l lea gue 
lea d 
to 
five 
ga mes over Sa n Fra ncisco by 
wa lloping the Chica go Cubs 8-1. 
Short's emergence a s a big j 
winner for the Phillies — he's 
only 
one 
victory 
behind 
Jim 
(Perfect Ga me) Bunning for the 
tea m lea d — ca n la rgely be 
credited to the pa tience of Ma n 
a ger Gene Miuch. And the Phil-1 
lies emergence 
a s 
a 
lea ding 
penna nt contender ca n la rgely 
be credited to Short. 
A 
6-foot-4 
left-ha nder 
who 
comes 
in 
a t 
just 
under 
200. 
pounds, 
Short 
showed 
consid­ 
era bly promise in 19 62 when he 
posted a n 11-9 record. TTien, la st 
sea son, he lost his first eight de- j 
cis ions Ma uch, however, sta ved 
with him a mi he responded w ith1 
a 9 4 ma rk in the second ha lf. 
This sea son, he’s been one of 
the 
top 
left ha nders 
in 
the 
lea gue, but ha s been oversha d­ 
owed by Koufa x's brillia nt work 
for Los Angeles. Short ha s hit] 
the 12-victory ma rk for the first 
time in his ma jor lea gue ca reer! 
a nd is second only to Koufa x 
a mong NL sta rters in the vita l 
ERA depa rtment, 
Short'* victory ga ve the Phil- 
bes their biggest bulge of the 
sea son 
over the 
Gia nts, 
who 
were idle. 
Only two other ga mes were 
scheduled in the NL Monda y. I 
Cha rlie Smith hit two homers 
a nd Dennis 
Riha nt pitched a 
four-hitter 
a s 
the 
New 
York j 
MHS 
whipped 
Pittsburgh 
5-0 
a nd St. Louis ma ke the most a i 
two errors by Houston, scored 
three runs in the ninth inning 
a nd defea ted the Colts 3-1. 
In 
die 
only 
ga me 
on the 
America n lea gue progra m, the 
second pla ce Chica go White Sox 
edged New York 2-1, moving to 
within Dx ga m es of first-pla ce 
Ba ltimore while 
dropping 
the 
third - pla ce Ya nkees t h r e e 
ga mes off the pa ce. 
Short, who ha s lost su ga mes, 
wa s touched for a run in die 
second inning on a double by 
Doug Clemens, a wild pi ck off 
a ttempt a nd a pa ssed ba ll, but 
bore down 
in severa l serious 
ja ms to keep the Cubs scoreless 
tic rest of the wa y. 
•The Phillies put it a wa y in the 
second 
inning 
a ga inst 
Ernie 
Brog ho, sending IO men to the 
pla te a nd scoring five runs The 
big blow wa s a two-run triple by 
lid! liny 
Ca isson, 
who 
la ter 
slugged 
a nother 
triple 
Tony 
Ta ylor collected three hits for 
the Phillies, including No. 1,000 
of his ca reer. 


IL All-Stars 


Hold Indians 


To Single Hit 


BUFFALO, N Y . (AP)—Fa c­ 
ing, six pitchers rn one ga me ca n 
be a s rough a s ba tting a ga inst 
one 
good one — just a sk the 
Clevela nd India ns. 
. Tha i s how ma ny hurled for 
the 
Interna tiona l 
Lea gue 
All* 
Sta rs 
Monda y night, a nd the 
only hit for Clevela nd wa s a 
two-run homer by Woodie Held. 


T h e 
minor lea guers 
bea t the 
Tribe, 4 2. 
This wa s the ninth a nnua l AU- 
Sta r ga me a ga inst ma jor lea gue 
tea ms, a nd the fifth victory for 
the All-Sta rs in the la st six. 
The winner wa s southpa w Jim 
Merritt from Atla nta , who pitch­ 
ed the first three innings. The 
Interna tiona ls scored three runs 
in the first inning off Tom Kel­ 
ley 
of 
Clevela nd * 
Cha rleston 
fa rm. 
The fourth run ca me o ff rookie 
Ma con Lowe, a lso of Cha rles 
ton. 
The India ns used 17 pla yers, 
while the All-Sta rs ha d every 
one of their 20-in a n squa d in 
the lineup. 
Held's bla st ca me in the fifth 
inning a fter Vie Da va hllo ha d 
wa lked. 


SCIOTO KUSI CTS 
(Fo r Mo nday N’lRhi) 
FIRST RACE 
Tro t 
Hav as 
Prince 
6 20 .'IRO 
3 80 
Hap p y 
Hu stler 
7 40 
5 40 
Vangu ard Pick 
ll SO 
Time: 2 12 4 
Also started: M ar­ 
la Way , Go ldie s Ballad, Grand 
Ranso m. Angela Lind, Whisp er­ 
ing Cedar. 
SECOND 
RACK 
Pace 
Mr. J. 
Sco tt 
16 00 5 80 
5.00 
Ap ache Girl 
5 80 
4 AO 
Fro sty Dawn 
4.40 
Tu ne 
2 08 4 
Also started 
Lit­ 
tle 
Dix ie, 
Ap ache 
By rd, Twila 
Chief, 
A m b e r 
Belle, 
Wilso n 
Abbe 
DAILY DOI BLE — 50.6 0 
THIRD RACE 
Pace 
Shu ralie 
10 80 
5 40 
3.20 
R ichard's Pride 
4 40 
3.00 
Frisky Cash 
3.00 
Time. 
2 09 .1. 
Also started: 
On 
Stride. Dezs Tram p , Darby Gee. 
FOURTH 
RACE 
P are 
Mike Astra 
3 6 0 
Chestnu t 
Ex p ress 
Bo nnie Wills Baby 
2 08 4 
Also 
Time: 
Chu ck 
Fro sty 
FIFTH 


2 6 0 
2 6 0 
3 OO 
2 80 
3 20 
t a r t e d ; 
Bewley , 
Ju dge 
Adio s. 
Fu tu re, Dr. Piep er. 
RACE 
Pace 
Betty Lew 
22 80 
7 20 
3 80 
Po le Cat 
9 6 0 
5 OO 
Adio s P eter 
3.8 0 
Time 
2 IO I. Also started; H ar­ 
ry 's Time Co u ntry Gal. No tting­ 
ham Tess. Ro cky Su p reme, Pro ­ 
mo te Parv e!. 
SIXTH 
RAC E 
Pace 
Hi Land Cindy 
15 OO 
6 40 
3.40 
Berry Kid 
7 20 
4.00 
Candy Su e Co u nsel 
3 OO 
2 07 3 
Also s t a r t e d : 
G i r l . 
Shad.v dale 
Do n 
Frankie 
McKJy o , 
Bake s 


Time 
Mite s 
Ju an, 
Jud\ 
SEVENTH 


THIRD RACE 
P a ra 
*6 06 
Chief C (T EVA ), To mo ris (Dew* 
bre). Qu eens Jero nim o (Ku ney ), 
Cu nny s 
C ham p 
(Williams), 
Miss 
Ru by 
Vo lo 
(Ko chheiser), 
Ou r Bo bby (Kinnetti, Fair Wid­ 
o w 
(W ishard), 
Do cto r A bb* 
(Clark). 
EOI RTH 
RACE 
Tro t 
*606 
Io wa 
Qu een 
(Healey ), 
Bro ad­ 
way 
Bu d 
(Mc 
Co nn.), 
Sco tt 
Mahlo n 
(Bro wn), 
Jim m y Glo w 
(H arw o o d>, Miss Do Mo re (Bal­ 
lard). Sco tty Hano v er (T R .A .), 
Hardy 
Belle 
(No rris), K i n g 
High (T.B A ). 
FIFTH RACE 
Pace 
*6 00 
Simo ne Star 
( H o r ne r ) , 
Ichi 
Bo n 
i Bally ), 
L i t t l e 
Peach 
(Bro wn), 
Circu s 
So ng 
(Neff), 
Thaddeu s 
(Hall). 
Flu ffy 
Clo u d 
(Sho rt), Karen Su Wilso n (WH- 
lawns), Hill Wo man (Slo naker). 
SIXTH RACE 
Pace 
$7 00 
Miss Crafty 
(Healey ), 
Ey reso n 
(Ku ney ). 
L a v e n d e r 
Gene 
(Ebenhacki, 
Bro ther 
Ju m p er 
(Williams). 
L y n a y e 
Po int­ 
er 
(Wells). 
Ro y al 
J. 
Win 
(Sho rt), H a rry ’s 
Delight 
ard). 
Ou r 
C o m mander 
p hal). 
SEVENTH 
RACE 
Pace 
W ilmar ( Ho ltzmu ller). Tally Ho 
Pick 
(F rederick!, 
Mikes 
Lady 
(Williams), No Tro u bles (Bless­ 
ing), Abbe Vo < Ebenhack >. Key * 
sign (No ble). 
J o s e d a l e 
Jet 
Arro w 
(Bally ), 
Allo ra 
Direct 
(Fo ist). 
EIGHTH 
RACE 
Pace 
*6 00 
The 
Gay 
Sp u tnik 
(Dailey ), 
Mo te 
Abbe 
(Williamso n), 
Ro ns 
Champ io n 
(Newhart), 
Hi Land 
Cindy (Phillip s), Ice W ater (Wil­ 
liams!, Do n 
H 
Vo lo 
(Bro wn), 
Fu ndy 's 
Bo y 
(T.B.A.), 
Ken- 
land Ly dia (Miller). 


(Rich- 
(Or- 


*1506 


R At F. 
Ti o t 
Penny 
Sco t 
Wise Bu g 
Kahiki 
Time 
2 OS 
Go lden 
To u ch, 
Reckless Liv ing, 
To p Flight 
EIGHTH 
RAI E 
Sp angled Brew. 
Imo gene 
Hav es 
Hiawatha Hal 
Time 
Bro wn 


8 60 
5 to 
4 40 
11.00 
5 00 
5 6 0 
Also 
started. 
Ho no r s 
Kit, 
Su garfo o t Ted, 


Don Collins, pro ma na ger of 
Upper La nsdowne Golf Links, 
ha s a nnounced a club tourna ­ 
ment for members. 
C ol l i n s 
sa id 
qua lifying 
scores for the event will be 
a ccepted until Aug. 26. 
The tourney will be a ma tch 
pla y event, it will be divided 
into three flights, a ccording to 
the qua lifying scores turned in. 
Members of the rules com­ 
mittee for the event a re Ga le 
Lea therwood, Ga rner Cox a nd 
Collins. 
• * * 


THERE will be divisions for 
both la dies a nd men 


S P O R T S 


The Circlev ille Herald, Tu es. Au g. 18 , 19 6 4 
Circlev ille 
Ohio 


Kansas City Chiefs 'IT 


To Pull Out of Nosedive 


7 


Chillicothe 
!Talk Heard 


Wins in Local T ribeuEye# 
T 
, 
New Home 
Tournamenl 


The 
Chillicothe 
Ea gles 


| 
CLEVELAND CAP) — Cleve­ 
la nd opens a n eight-ga me home 
a d- sta nd 
tonight 
a ga inst 
Ka nsa s 
va nced 
a notch in 
the Circle- City tha t ma y shed some light 
V i l l e 
tourna ment la st 
night on whether the India ns rema in 
when they downed Worthington, 
t>r 
possibly 
look 
for 
a nother 
11-4. 
j home, 
The winners scored single 
Genera l ma na ger Ga lle Pa ul 
runs in the first a nd second 
never 
ha s sta ted positively he 
innings to ta ke a n ea rly lea d. 
won’t 
shift the club fra nchise 
Worthington knotted the score 
a fter this sea son. Those close to 
in the third inning by pushing 
Pa ul 
sa y, however, he a voids, 
tw o runs a cross. 
a s much a s possible, a ny ta lk 


LIBERTY, Mo. (AP) 
—The fine rookie la st yea r, pla ys ei- 
K a ns a s City Chiefs, still sha ken titer left end on the front four or 
by their 
shocking 
nosedive of drops off to join lineba ckers E 
la st sea son, think they ha ve the J. Holub, Sherrill Hea drick a nd 
horses to cha llenge Sa n DicgojWa lt Corey. Mel Bra nch is the 
a nd Oa kla nd 
for the Western other defensive end a nd Jerry 
Division title in the America n Ma ys a nd 
big Junius 
(Buck! 
R 
, 
Footba ll Lea gue this yea r. 
Bucha na n, 
6-foot-7 
a nd 
286 , 
f 
Chillicothe nine ta i- of moving 
Ha nk Stra in’s club went on a pounds, a re the ta ckles. 
J!., , lu in 
’iie 
fra me 
Club ma na gement a nd city of- 
dizzy slide in 19 63. They moved 
Da ve 
Gra yson 
a nd Dua ne Worth*!..™ 
u T " !, 
l° 
1 
? l,rren‘ly a re discussing 
from Da lla s 
to Ka nsa s 
City. 
Wood a re the corner men a nd s c ^ T m V 
V fth * a nd 
' Z h 1 
7 
k? 
k 
" a 
T 
' t ! ! ' 
switched 
from 
“ Texa ns” to Johnny 
Robinson 
a nd 
eiUier fra me* 
* 
r 
n 
i UT 
Tribe. 
“ Chiefs,” a nd wound 
up with 
a Bobbv Hunt 
or 
Bobby 
Ply a t 
nL.iv 
* 
♦ ^ * 
u 
I sua lly 
relia ble 
sources 
note 
• 
*■ 
• • 
I 
- 
• 
r 
a u u o y liy I 
Da i]y Sta rted for 
the winners 
tha t forma l ta lks proba bly won't 
a nd 
hurled 
until the 
fourth open until the 39 64 sea son is over 
The da tes for fina l pla y will .‘T 0 ’, 5'7'2 reC°hrd ^ 
u'"” 1"8 Sa fcty' 
be 
a nnounced 
a f t e r 
initia l 
lea gue 
cha mpionship 
in 
rounds 
ha ve 
been 
completed, 
Collins reported. 


Women's Amateur 


Golfers Open Test 


19 62. 
“ We were pretty well shook 
up 
emotiona lly,” 
sa id 
Stra m.] 
"It wa s a ca se of lost identity 
a nd genera l insecurity. Ma ny of 
the boys ha d bought homes in 
Da lla s, where they pla nned to; 
settle down. The people of Ka n-‘ 
sa s City were just grea t, but it 


Flite. 
Adam. 


Pacr 
41 80 19 OO 6 29 
1240 
6 00 
4 2 0 
2 08 4 
Also s t a r t e d 
G . 
Claire 
Lite. 
Nile 
Garden 
Acres. 
Lo rd 


*CI« TO ENTRIES 
(Fo r Wednesday Night > 
FIRST RACE 
Pare 
*6 06 
Miss 
Patty A 
(No rris), Milbro 
Blaze 
(Daily ), 
Cindy ’s 
D ream 
(Co e), 
Edna 
Ru ths Abbe 
Ma­ 
so n), 
Easy 
M ane 
IT B A t, 
Ev ers Me (Edte), Amber Qu een 
(Slo naker). 
Rene 
C arp enter 
(Ebenhacki. 
D e m o n 
Ann 
(Sho rt), J e r r y ’s Jo y (Bo wman) 
SECOND RACE 
Pace 
*6 09 
F.a*\ 
Girl » R 
Bro wn), Maggie 
McBride » W. Bro wn), Mary Lo u 
Abbe i D ew bre), Digmite (Fo ist) 
Gabby * Chief (Bu rnett), Su r N 
Win 
(Ho lto n), 
Ja y Clay 
(Bo w­ 
man). 
Dainty 
Direct 
’(No rris), 
Creed Martin (Maso n). 


Redlegs, Giants 


Face Showdown 


SAN FRANCISCO (A P )-T h e 
Cincinna ti Red*, still hoping to 
pull out a mira cle for a iling 
cha rge ba ck into the Na tiona l 
lea gu e penna nt ra ce tonight in 
a showdown series with the Sa n 
Fra ncisco Gia nts. 
Still suffering from two week­ 
end losses to Houston, a cting 
ma na ger Dick Stsler ha s order­ 
ed a n extra ba tting drill toda y. ; 
The Reds, needing a long win­ 
ning strea k 
to 
ma ke 
up the 
ground between them a nd lea gue 
lea ding Phila delphia , were idle 
Monda y but jumped ba ck into 
third pla ce when Pittsburgh lost 
5-0 to New York. 
"They wa nt to win for Hutch,” 
Sister sa id. “ but they wa nt a lso 
to win for them selves.” 


HUTCHINSON, Ka n. (AP) 
- 
Women from opposite sides of 
time to a dJust- 
the continent found 
a 
stea dy 
.......... 


Westfall Grid 


Physicals Are 


Slated Today 


fra me w h e n 
Rhineha rt took a nd a ll a ttenda nce figures a re 
over a nd finished the ga me. 
in. 
The India ns’ a ttenda nce ha s 
DAILY 
wa lked four 
ba tters slumped in recent yea rs. La st 
a nd fa nned three, while Rhine­ 
ha rt wa lked seven a nd whiffed 
sea son Clevela nd drew 562,507, 
the lowest since 19 45, a nd fin- 
eight. 
Together 
they 
a llowed p h ed in a fifth-pla ce tie with 
Worthington four runs on three Detroit. 
The India ns reportedly need 
Rhineha rt pa ced his tea m a t a n estima ted 800.000 to brea k 
a v 
pla te with two doubles 
in even. But they ha ven’t dra wn 
— 
„ — 
.» ,u.v. 
u 
Anoher blow wa s the dea th 
a 
thiee trips. Lovely a nd Kiser tha t ma ny since 19 60 when a t­ 
wind of 15 to 25 miles per hour,0* Stone Johnson 
just before 
the Physica ls for 
Westfa ll 
High 
ea ch bd a pa ir °* singl0s. tenda nce tota led 9 50.9 85. 
a nd the rugged pa r three holes j sea son a fter he ha d been 
in- School footba ll ca ndida tes 
will 
Wa tson wa s the Worthington 
Tota l turnout so fa r for 48 
their biggest problems in ea rly i •lured in a n exhibition ga me. 
a dministered 7:30 p. rn. to- 
rting 
pitcher, 
with 
Ja mes home da te is 514,728, compa red 
qua lifying rounds of the U.S. 
“ A third rea son wa s a wa ve of da y 
a t 
the 
new 
high school 
a lding him in ^ 
fifth fra me, .with 471.804 for the correspond- 
Women s Ama teur Golf Tourna - injuries tha t I hope we ca n 
es- 
building 
Wa tson wa lked a nd struck out ing yea r a go period. 
Pa rt 
of 
ment- 
ca pe this yea r.” 
Pra ctice eotiinment 
u-iii 
S5V? " ba ttei? while Ja mes wa lk’ 42 9 24 increa se in a ttenda nce is 
“ The wind pla yed a big pa rt 
Injuries a lrea dy ha ve sha ken 
hp ,jistributed toda y 
a ccord 
C- 
threW third strikes S ie v e d to ha ve resulted from 
pa st eight. 
mg to hea d coa ch Asa Flsea . 
Zeida ma ha d a double for the 
The Westfa ll mentor a ntick Worthington tea m to pa ce their 
pa tes 
50 
ca ndida tes 
for 
the 


in 
my 
scoring,” 
sa id 
Gloria the 
Chiefs 
during 
tra ining, 
Ehret, a Da nbury, Conn., book- however. 
Chris 
Burford. the 
keeper. “ It wa s not rea lly rn my fla nker will miss up to a bout the 
fa vor. ’ Even so, the 76 she post- third week of the sea son due to, • 
-------------------- 
— « « ■ 
ed over the Pra irie Dunes Coun 
surgery on his left knee. And *ea m - The first pra ctice will be 
try Club course Monda y ga vel Curt McClinton, lea ding ground- held 8 a . in. Frida y, 
her a sha re of the lea d through ga iner 
la st 
yea r, 
suffered 
a 
Tea m hopefuls a re to meet a t 
18 holes of the 36-hole qua lify- broken left ha nd a nd still is on the high 
school 
for 
pra ctice, -t- 
ZN 
I 
I 
J / i i / 
in8- 
the sidelines. 
However, Elsea noted there wa s * 0 
U G k i d ti (J 
I I 
Another 76 shooter, Mrs. Don 
The Chiefs a re pretty much a no pra ctice field there a nd the 
na Gillia m of Whittier, Ca lif., vetera n tea m. Pete Bea tha rd, a sessions ma y be conducted a t 
JONESBORO, Ark. 
(AP) 
sa id the wind wa sn t a s much rookie qua rterba ck from South- Ja ckson Tup. School. 
Sa n Diego Cha rger Coa ch Sid 
trouble a s the four tough pa r em Ca lifornia , is the oust a nding 


mea ger three hit offensive. 


Fullback Loaned 


the India ns' tie-in ticket promo­ 
tion 
with 
a 
big superma rket 
cha in in the city a nd severa l 
specia l give-a wa y promotions a t 
the sta dium. 


three 
holes. 


B f BILL BERO 
Two Typos of Cloven-Hoofed Mammals 


T H E M O O S* 


Owens Qualifies 


For Mat Tryout 


Robert E. Owens, son of Mr 


prospect. He will be used spa r- 
Gillma n a nnounced Monda y tha t 
ELSEA will be 
a ssisted 
by the Amerioa n Footba ll 
Lea gue 
inglv behind Len Da wson a nd La rry Wilson 
cha mpions ha d loa ned fullba ck 
Eddie Wilson. 
| 
Westfa ll will compete in the Bobby Ja ckson 
Oa kla nd of 
Stra m ha s been experiment 
Scioto Va lley Conference. Other ,h" 
' 
mg with Abner Ha ynes, his fine lea rn s in the lea gue a re Loga n 
the AFL. 
Gillma n did not sa y how long 
“ “'•iieams rn me leagu e are Lo gan i T 
.------- 
, , 7 
i * 
running ba ck. He pla nned to use Elm, La urelville. Piketon, Pa int da ckson wou,d ** WJth the Ra id- 
Lim* 
a1 
L. .4 
______ 
___ 
OCC 
flAf ll*h At tL* PL 
him 
a t fla nker, 
but 
Burford’s Va lley a nd Unioto. 
injury forced the coa ch to put 
a nd Mrs. Edwa rd Owens, Route him a t split end. 
2, ha s qua lified for the Olympic I 
Fred Arba na s. one of the top All-Stars Scheduled 


ers, nor wha t the Cha rgers got 
in return. 
Rookie 
lineba cker J R. Wil- 
. 
. ________________________ 
-_________lia m s left the squa d for persona l 
wrestling tryouts to be held a t 
tight ends in the lea gue, is ba ck Th0 Circleville Little 
lea gue rea sons. Willia ms is from Fres- 
the New York World’s 
F a i r , 
a t his post. The rest of the of- All-Sta rs a re scheduled 
to pla y no Sta te. His home is Ba kers- 
Aug. 24-29 . 
tensive line is 
pretty well set 
Chillicothe 
in 
the Chillicothe 
field, Ca lif. 
Ala nce corpora l in the United with Jim Tyrer a nd Da ve Hill a t Tourna ment 6:30 p. 
rn. Wednesr- 
The Cha rgers a re tra ining for 
Sta tes Ma rines, Owens ga ined 
the ta ckles, Ed Budde a nd Al da y* ^he Sa me wa s origina lly two 
weeks 
on 
the 
Arka nsa s 
the tryouts through the Ha wa ii 
Reynolds 
or 
Curt 
Merz 
a t 
s*a te<* *or tonight. 
Sta te College ca mpus here. 
O l y m p i c Regiona l freestyle 
gua rds, a nd Jon Gillia m a t cen- 
wrestling tourna ment. 
ter. 
----------------------------- 
i 
Stra m often shifts to a three- 
Uta h Sta te holds a 27 • 16 a d- 
ma n line in wha t he ca lls a 
va nta ge in 
its 
footba ll 
series 
"Sta ck 
Defense.” 
prima rily 
with 
Wyoming 
Three 
ga mes 
a ga inst 
tea ms 
with 
a 
strong 
were ties 
pa ssing 
ga me. Bobby 
Bell, 
a 


46 TRY 
KING 
EDWARD 
A m n n c* ' t Largest Selling Cigar 


THE GIANT OF THE DEER FAMILY IS TWC M OOSE. A FU LL GROW N 
BULL C A N GO M O R E T H A N 6 FT. T A L L A T SM OU LD ER H E I GNT, 
T h e bu l l M O O S ! c a n w e i g h l o o o t o l s o o l b s . a g r o w th 
o f HAIR A K P SKIN T H A T H A N G S F R O M ITS T H R O A T IS THE 
'B E L L . 


rut r e in d e e r is 
K N O W N A S THE 
CA M EL OF THE FA R 
N O RTH . THE ESKIMOS 
AN D LAPLAN D ER S 
DEPEND O N TH IS 
A N IM A L TO CARRY LOADS 
AND DRAW S L E I G H S .TH E 
M ILK OF REIN D EER IS VERY 
RICH. CHEESE IS MADE FROM 
IT. TH E MEAT IS PART O F THE 
DIET. F R O M H ID ES TH EY M A K E 
GW O**,G LO V ES A N D P A R K A S . 


Now in Circleville 


AT YOUR FRI ENDLY 


PRESCRIPTION DRUG ST O R E 


102-04 W. MAIN ST. 


CIRCLEVILLE, OHIO 


- S p e cia l - 
New Na tiona lly Advertised 
Shock Absorbers 
Insta lled on All 
Popula r Ca rs 
$24 
.95 


Includes Pa rts a nd La bor 
OK GLASS 
and RADIATOR 
; 
118 E. Fra nklin St. 
Phone GR 4-4856 or 
GR 4-6553 


PRESCRIPTION 
DELIVERY J I * 
GR4 - 


O U K "EASY TO R E M E M B E R " N U M B E R 


CHARGE ACCOUNTS 
FREE Rx DELIVERY A N D PICKUP 
• AID FOR AGED • 


START THE DAY 
with 


BLUE RIBBON 


YOU NEVER OUTGROW 


YOUR NEED FOR HIGH-PROTE1N, 


BODY BUILDING MILK! 


D rin k 


M ilk 


Ev ery D ay ! 


Buy a crea my qua rt or ha lf-ga llon 
of Blue Ribbon milk a t your grocer s 
Or phone us, a nd your milk ma n will 
ha ve the order a t your doorstep in the 
morning. GR 4-39 75. 
BLUE RI BBON DAI RY 


315 S. Picka wa y St. 


CLOSE 


RCA W HIRLPOOL MAKING 


W A Y FOR NEW MODELS! 


12.3 Cu. Ft. Ca pa city 
Automa tic Defrost 
109 -lb. Zero-Degree 
Freezer 
Bushel-Size Crisper 
Butter Keeper a nd 
Egg Ra cks 
Million Ma gnet Door 


O n ly 


s228 
. 82 


W T. 


W h ile They 


L a st! 


550-lB 
FREEZER 
Freezes a nd Stores 
550 Lbs. 


7 Freezing Surfa ces 


Fa st Freeze 
Compa rtment 


Slide a nd Store 
Ba sket 


Model EKH-16S 
A LM 'N 


We T rad e 
W e Serv ice 


W e G u a ra n te e 


113 E. MAIN ST. 
d .e . m cdo na l d , p r o p. 


Chris Short’ S 
Scioto Downs Entries, Results 


5-Hitter Is 
Help to Phils 


By THE ASSOCIATED PRESvS 
Chris Short is being hidden by I 
Sandy Koufax’s shadow. S till,1 
it s a giant step forward for a 
guy who last year led the Phila­ 
delphia pitching staff in only j 
one departm ent — wild pitches.: 
Short 
pitched 
a 
five-hitter 
Monday night, posting his 12th! 
victory and lowering his earned 
rifn average to a brilliant 1.91, 
a s- the Phillies stretched their 
National leag u e 
lead 
to 
five 
gam es over San Francisco by 
walloping the Chicago Cubs 8-1. 
Short’s em ergence as a b ig 1 
winner for the Phillies — he's 
only 
ono 
victory 
behind 
Jim 
( Perfect G am e) Bunning for the 
team lead — can largely be j 
credited to the patience of Man­ 
ager Gene Mauch. And the Phil­ 
lies em ergence 
as 
a 
leading 
pennant contender can largely j 
be credited to Short. 
A 
6-foot-4 
left-hander 
who 
comes 
in 
at 
just 
under 
200 
pounds, 
Short 
showed 
consid­ 
erably prom ise in 1962 when he 
posted an 11-9 record. Then, last 
season, he lost his first eight de- | 
cisions. Mauch, however, stayed 
with him and he responded with 
a 9 4 m ark in the second half. 
This season, he’s been one of 
the 
top 
left-handers 
in 
the 
league, but has been overshad­ 
owed by Koufax’s brilliant work 
for Los Angeles. Short has hit 
the 12-victory m ark for the first 
tim e in his m ajor league c a re e r’ 
and is second only to Koufax 
among NL starters in the vital j 
ERA departm ent. 
Short’s victory gave the Phil­ 
lies their biggest bulge of the 
season 
over the 
Giants, 
who 
were idle. 
Only two other games were 
scheduled in the NL Monday. 
Charlie Smith hit two homers 
and Dermis Ribant pitched a 
four-hitter 
as 
the 
New 
York 
Met s 
whipped 
Pittsburgh 
5-0 
and St. Louis m ake the m ost ai 
two errors by Houston, scored 
three runs in the ninth inning 
and defeated the Colts 3 1. 
In 
the 
only 
game 
on the 
American League program , the 
second place Chicago While Sox 
edged New York 2-1, moving to 
within I ii gam es of first-place 
Baltim ore while 
dropping 
the 
third - place Yankees t h r e e 
gam es off the pace. 
Short, who has lost six gam es, 
was touched for a run in the 
second inning on a double by 
Doug Clemens, a wild pickoff 
attem pt and a passed baill, but 
bore down in several serious 
jam s to keep the Cubs scoreless 
tie rest of the way. 
•The Phillies put it away in the 
second 
innmg 
against 
Ernie 
Broglio. sending IO men to the 
plate and scoring five runs The 
big blow was a two-run triple by 
Johnny 
Calli son, 
who 
later 
slugged 
another 
triple 
Tony 
Taylor collected three hits for 
the Phillies, including No. 1,000 
of his career. 


SCIOTO 
RESULTS 
(For Monday Night) 
FIRST RACE 
Trot 
Havas 
Prince 
6 20 TRO 
3 SO 
Happy 
Hustler 
7 40 
5 40 
Vanguard Pick 
11.60 
Tim e: 2:12.4. Also started: Mar­ 
la Way, Goldie's Ballad. 
Grand 
Ransom, Angela Lind, Whisper­ 
ing Cedar. 
SECOND 
RACE 
Pace 
Mr. J. 
Scott 
16.00 5 SO 
5.00 
Apache Girl 
5 80 
4 BO 
Frosty Dawn 
4 40 
Tim e 
2 08 4 
Also started 
Lit­ 
tle 
Dixie. 
Apache 
Byrd, 
T u lia 
Chief, 
A m b e r 
Belle, 
W’llson 
Abbe 
DAILY 
DOUBLE — 50.60 
THIRD 
RACE 
Pare 
Shura I ie 
10 80 
5 40 
3.20 
R ic h a r d s Pride 
4 40 
3.00 
Frisky Cash 
3 00 
Tim e: 
2 09.1. 
Also started: 
On 
Stride, Dezs Tramp, Darby Gee. 
FOURTH 
RACE 
P ace 
Mike Astra 
3 60 
2 60 
2 60 
Chestnut 
E xp ress 
3 OO 
2 80 
Bonnie Wills Baby 
3 20 
Tune: 
2 08 4. 
Also s t a r t e d : 
Chuck 
Be w ley. 
Judge 
Adios, 
Frosts 
Future. Dr. 
Pteper. 
FIFTH 
RACE 
P ace 
Betty Lew 
22 60 
7 20 
3 80 
Pole Cat 
9 60 
5 OO 
Adios Peter 
3 60 
Tim e 
2 10.1. Also started; H ar­ 
r y ’s Time. Country Gal, Notting­ 
ham Tess, Rocky Supreme, Pro­ 
m ote F arse I. 
SIXTH 
RAUE 
P ace 
Hi Land Cindy 15 00 
fi 40 3.40 
Berry Kid 
7 20 
4.00 
Candy Sue Counsel 
3 00 
Tim e 
2 07 3. 
Also 
s t a r t e d ; 
M it e s 
G i r l . 
Shadydale 
Don 
Juan. 
Frankie 
McKlyo, 
Bake s 
Judy. 
SEVENTH 
RAUE 
Tint 
Penny 
Scot 
8 60 
5.40 4 IO 
Wise Bug 
11.00 5 00 
Kahiki 
5 60 
Tim e 
2 08 
Also 
started 
Golden 
Touch, 
Honor s 
Kit, 
Reckless 
Laving, Sugarfoot Ted, 
Top Flight. 
EIGHTH 
RAUE 
Pace 
Spangled 
Brew 
41 60 
19 00 6 20 
Im ogene 
H a>es 
12 40 6.00 
Hiawatha Hal 
4 20 
Tim e 
2 08 4 
Also 
s t a r t e d 
Brown 
G.. 
Claire 
Late, Nile 
Flite. 
G arden 
Acres, 
Lord 
Adam. 


THIRD RAUE 
Pac* 
1600 
Chief C (T.B.A I. Tom oris (Dew- 
b r e i . Q ueens Jeronim o I Kuney), 
Cunnys 
Cham p 
(W illiam s), 
Miss 
Ruby 
Volo 
(K ochheiser), 
Our Bobby (Kennett I, Fair Wid­ 
ow 
(Wishard), 
Doctor 
A b b e 
(Clark) 
FOURTH 
RAUE 
Trot 
$600 
Iowa 
Queen 
(H ealey), 
Broad­ 
w ay 
Bud 
(Mc 
Conn.), 
Scott 
Mahlon 
(Brown), 
J im m y Glow 
(H arwood), Miss Do More (B al­ 
lard), 
Scotty Hanover 
(T .B .A .). 
Hardy 
Belle 
(Norris), 
K i n g 
High (T.B.A ). 
FIFTH 
RACE 
P ace 
$600 
Simone Star 
( H o r n e r ) , 
Ichi 
Bon 
(B ally). 
L i t t l e 
Peach 
(Brown), 
Circus 
Song 
(Neff), 
Thaddeus 
(Hall), 
Fluffy 
Cloud 
(Short), Karen Su Wilson (WH- 
lam ia), 
Hill Woman (Slonaker). 
SIXTH RACE 
P ace 
$700 
Miss 
Crafty 
(H ealey), 
Eyreson 
( Kuney), 
L a v e n d e r 
Gene 
(E benhack), 
Brother 
Jum per 
(W illiam s), 
L y n a y e 
Point­ 
er 
(W ells). 
Royal 
J. 
(Short), 
Harry's 
Delight 
ardu 
Our 
Com mander 
phal I. 
SEVENTH 
RACE 
P ace 
$1500 
W ilmar ( Holtzm uller). Tally Ho 
Pick 
(F red erick), 
Mikes 
Lady 
(W illiam s). No Troubles (B less­ 
ing!, Abbe Vo (Ebenhack). Key- 
sign 
(Noble). J o s e d a I e 
Jet 
Arrow 
(B aily), 
Allora 
Direct 
( Foist). 
EIGHTH 
RAUE 
P ace 
$600 
The 
G ay 
Sputnik 
(Dailey), 
Mose 
Abbe 
(Williamson), 
Rons 
Champion 
(Newhart), 
Hi 
Land 
Cindy (Phillips), Ice Water (Wil­ 
liam s). Don 
H 
Volo 
(Brown), 
Fundy's 
Boy 
(T.B.A.), 
Ken- 
land Lydia (Miller). 


Win 
(Rich- 
(Or- 


SCIOTO 
e n t r i e s 
(For 
Wednesday 
Night* 
FIRST RACE 
Pace 
$600 
Miss 
Patty 
A 
(Norris), 
Milbro 
Blaze 
(Daily I. 
Cindy's 
D ream 
(Co*), 
Edna 
Ruths 
Abbe 
(M a­ 
son), 
E asy 
Marie 
IT B .A . I, 
Even Me lE d ie), Am ber Queen 
(Slonaker). 
Rene 
Carpenter 
(E benhack!, 
D e m o n 
Ann 
(Short!, J erry ’s Joy (B ow m an). 
SECOND RACE 
P ace 
$600 
E asy Girl 
( R 
Brown). 
Maggie 
McBride iW. Brown!. Mary Lou 
Abbe (D ew b re). Digm ite (Foist) 
G abbys Chief 
(Burnett), Sur N 
Win 
(Holton), 
J a y Clay 
(B ow ­ 
m an), 
Dainty 
Direct 
(Norris), 
Creed 
Martin 
(Mason). 


Redlegs, Giants 


Face Showdown 


SAN FRANCISCO (A P)—The 
Cincinnati Reds, still hoping to 
pull out a m iracle for ailing 
charge back into the National 
lea g u e pennant race tonight in 
a showdown series with the San 
Francisco Giants. 
SUD suffering from two week­ 
end losses to Houston, acting 
m anager Dick Sisler has order­ 
ed an extra batting driU today. 
The Reds, needing a long win­ 
ning streak to 
make up the 
ground between them and league 
leading PhUadelphia. were idle 
Monday but jumped back into 
third place when Pittsburgh lost 
5-0 to New York. 
“ They want to win for Hutch," 
Sisler said, “ but they want also 
to win for them selves.” 


Golf Tourney 
Is Scheduled 
At Lansdowne 
SP O R T S 


The Circleville Herald, Tues. Aug. 18, 1964 
7 
Circleville 
Ohio 


Kansas City Chiefs 'l l 7 


To Pull Out of Nosedive 


Don Collins, pro-m anager of 
Upper Lansdowne Golf Links, 
has announced a club tourna­ 
ment for m em bers. 


C o l l i n s 
said 
qualifying 
LIBERTY, Mo. (AP) 
—The 
scores for the event will be 
Kansas City Chiefs, still shaken 
accepted until Aug. 26. 
their 
shocking 
nosedive of 
The tourney will be a match last season, think they have the 
play event. It will be divided horses to chaUenge San Diego 


Chillicothe 
Wins in Local 


Tournament 


into three flights, according to 
the qualifying scores turned in. 
M em bers of the rules com­ 
mittee for the event are Gale 
Leatherwood, G arner Cox and 
CoUins. 
* * * 
THERE will be divisions for 
both ladies and men. 
The dates for final play wiU 
be 
announced 
a f t e r 
initial 
rounds 
have 
been 
completed, 
Collins reported. 


Women's Amateur 


Golfers Open Test 


and Oakland 
for the Western 
Division title in the American 
Football League this year. 
Hank S train’s club went on a 
dizzy slide in 1963. They moved 
from 
Dadas to 
Kansas 
City, 
switched 
from 
“ Texans" to 
“ Chiefs," and wound up with a 
sorry 5-7-2 record after winning 
the 
league 
cham pionship 
in 
1962. 
“ We were pretty weU shook 
up 
em otionally,’’ 
said 
Strain. 
“ It was a case of lost identity 
and general insecurity. Many of 
the boys had bought homes in 
Dallas, where they planned to 
settle down. The people of Kan­ 
sas City were just great, but it 
took tim e to adjust. 
“ Anoher blow was the death 


Br BILL BERO 
Two Typos of Cloven-Hoofed Mammals 


THC MOOSC 


TWC GIANT OF TWC PEER FAMfLV IS THC MOOSE. A FULL GROWN 
GULL CAN GO M O R E TH A N 6 FT. TALL AT SMOULDER HEIGHT. 
T H C BULL M O O S * CAN W EIGH 1 ,0 0 0 TO 1 ,5 0 0 LSS. A GROWTH 
OF H A IR ANO SKIM T H A T H A N G S F R O M ITS TH R O A T IS THE 
S E LL. 


THE 


IL All-Stars 


Hold Indians | 


To Single Hit 


BUFFALO, N Y . (A P)—Fac­ 
ing six pitchers in one gam e can 
be as rough as batting against 
one 
good 
one — just ask the 
Cleveland Indians. 
. That s how many hurled for 
the 
International 
League 
AU 
Stars Monday night, and the 
only hit for Cleveland was a 
two-run hom er by Woodie Held. 
The 
minor leaguers beat the 
Tribe, 4-2. 
This was the ninth annual All- 
Star gam e against m ajor league 
team s, and the fifth victory for 
the AU-Stars in the last six. 
The winner was southpaw Jim 
M erritt from Atlanta, who pitch­ 
ed the first three innings. The 
Internationals scored three runs 
in the first inning off Tom Kel­ 
ley 
of Cleveland ! 
Charleston 
farm . 
The fourth run cam e off rookie 
Macon Lowe, also of Charles- 
ton, 
'Hie Indians used 17 players, 
whUe the All-Stars had every 
one of their 20-man squad in 
the lineup. 
Held’s blast cam e in the fifth 
inning after Vie DavaliUo had 
walked. 


THE REINDEER IS 
K N OW N AG THC 
CAMEL OF THE FAR 
NORTH. THE ESKIMOS, 
AND LAPLANDERS 
DEPEND ON TH IS 
A N IM A L TO CARRY LOADS 
AND DRAW S LE IG H S .THE 
M IL K OF REINDEER IS VERY 
R IC H . CHEESE IS MADE FROM 
IT . THE MEAT IS PART OF TNE 
D IE T . FRO M HID ES THEY MAKE 
SHOES,GLOVES AND PARKAS . 


HUTCHINSON. Kan. (AP) - 
Women from opposite sides of 
the continent found 
a steady 
wind of 15 to 25 miles per hour: 
Stone Johnson just before the 
and the rugged par three holes; season a ^ er he had been in- 
their biggest problem s in early jurcd in an exhibition gam e, 
qualifying rounds of the U.S. 
“ A third reason was a wave of 
W omen’s Am ateur Golf Tourna- injuries that I hope we can es- 
ment. 
cape this y ear." 
“ The wind played a big part 
Injuries already have shaken 
in 
my 
scoring," 
said 
Gloria the 
Chiefs 
during 
training, 
Ehret, a Danbury, Conn., book- however. 
Chris 
Burford, the 
keeper. “ It was not ready m my flanker wiU miss up to about the 
favor." Even so, the 76 she post- third week of the season due to 
ed over the Prairie Dunes Coun-; surgery on his left knee. And 
try Club course Monday gave I Curt McClinton, leading ground- 
her a share of the lead through s gainer 
last 
year, 
suffered 
18 holes of the 36-hole qualify- broken left hand and stiU is on 
ing. 
the sidelines. 
Another 76 shooter, Mrs. Don 
The Chiefs are pretty much a 
na GiUiam of W hittier, Calif., veteran team . Pete Beathard, a 
said the wind w asn't as much rookie quarterback from South- 
trouble as the four tough par em California, is the oustanding 
three holes. 
prospect. He wiU be used spar 
inglv behind Len Dawson and 
Eddie Wilson. 
Stram has been experim ent 
ing with Abner Haynes, his fine 
running back, He planned to use 
him 
at flanker, 
but 
B urford’s 
Robert E. Owens, son of Mr. injury forced the coach to put 
and Mrs. Edward Owens, Route him at split end. 
2, has qualified for the Olympic 
Fred A rbanas, one of the top 
wrestling tryouts to be held at tight ends in the league, is back 
the New York W orld's 
F a i r , at his post. The rest of the of- 
Aug. 24-29. 
j tensive line is pretty weU set 
Alance corporal in the United with Jim Tyrer and Dave Hill at 
States M arines, Owens gained the tackles, Ed Budde and Al 
the tryouts through the Hawaii Reynolds 
or 
Curt 
Merz 
at 
O l y m p i c Regional freestyle guards, and Jon Gilliam at cen- 
wrestling tournam ent. 
, ter. 
------------------------------------- 
Stram often shifts to a three- 
Utah State holds a 27 - 16 ad- m an line in what he calls a 
vantage rn 
its 
footbaU 
series “ Stack 
D efense." 
prim arily 
with 
Wyoming 
Three 
gam es against 
team s 
with 
a 
strong 
were ties. 
passing game. 
Bobby Bell, 
a 


Owens Qualifies 


For Mat Tryout 


The 
Chillicothe 
Eagles 
ad­ 
vanced a notch in the Circle- 
V i l l e tournam ent 
last 
night 
when they downed Worthington 
11-4. 
The winners scored single 
runs in the first and second 
innings to take an early lead. 
Worthington knotted the score 
in the third inning by pushing 
two runs across. 
But the Chillicothe nine ta l­ 
lied five 
in the 
fourth fram e 
and four in the seventh to win. 
Dave 
Grayson 
and Duane Worthington 
a d d e d single 
Wood are the corner men and scores in the fifth 
and 
sixth 
Johnny 
Robinson 
and either fram es 
Bobby Hunt or Bobby 
Ply at 
safety. 


fine rookie last year, plays ei­ 
ther left end on the front four or 
drops off to join linebackers E. 
J. Holub, Sherrill Headrick and 
Walt Corey. Mel Branch is the 
other defensive end and Jerry 
Mays and 
big 
Junius 
(Buck) 
Buchanan, 
6-foot-7 
and 
286 
pounds, are the tackles. 


Westfall Grid 


Physicals Are 
Slated Today 


Physicals 
for Westfall High 
School football candidates will 
be adm inistered 7:30 p. rn. to­ 
day 
at 
the 
new 
high school 
building. 
Practice equipm ent also will 
be distributed today, accord­ 
ing to head coach Asa Elsea. 
The W estfall m entor antici- Worthington team to pace their 
pates 
50 
candidates 
for 
the m eager three hit offensive, 
team . The first practice will be 
----------------------------- 
Fullback Loaned 


To Oakland 'l l ' 


Daily started for the winners 
and 
hurled 
until 
the 
fourth 
fram e w h e n 
Rhinehart. took 
over and finished the gam e. 
* * * 
DAILY 
walked four batters 
and fanned three, while Rhine­ 
hart walked seven and whiffed 
eight. 
Together 
they 
allowed 
Worthington four runs on three 
hits. 
Rhinehart paced his team at 
the plate with two doubles 
in 
three trips. Lovely and Kiser 
each hit a pair of singles. 
Watson was the Worthington 
starting pitcher, 
with 
Jam es 
aiding him in the fifth fram e. 
Watson walked and struck out 
seven batters while Jam es w alk­ 
ed three and threw third strikes 
past eight. 
Zeidama had a double for the 


Talk Heard 


Tribe Eyes 
New Home 


CLEVELAND (A P) — Cleve­ 
land opens an eight-gam e hom e 
stand 
tonight 
against 
K ansas 
City that m ay shed some light 
on whether the Indians rem ain 
or 
possibly 
look 
for 
another 
home. 
General m anager Gabe Paul 
never has stated positively he 
won’t shift the club franchise 
after this season. Those close to 
Paul say, however, he avoids, 
as much as possible, any talk 
of moving. 
Club m anagem ent and city of­ 
ficials currently are disclosing 
a new lease for Municipal S ta­ 
dium. the home of the Tribe. 
Usually 
reliable 
sources 
note 
that formal talks probably won’t 
open until the 1964 season is over 
and all attendance figures are 
in. 
The Indians’ attendance has 
slumped in recent years. L ast 
season Cleveland drew 562,507, 
the lowest since 1945, and fin­ 
ished in a fifth-place tie with 
Detroit. 
The Indians reportedly need 
an estim ated 800,000 to break 
even. But they haven’t draw n 
that many since 1960 when a t­ 
tendance totaled 950,985. 
Total turnout so far for 48 
home date is 514,728, com pared 
with 471,804 for the correspond­ 
ing year ago period. 
P a rt 
of 
42,924 increase in attendance is 
believed to have resulted from 
the Indians’ tie-in ticket prom o­ 
tion 
with 
a 
big superm arket 
chain in the city and several 
special give-away prom otions at 
the stadium. 
held 8 a. rn. Friday. 
Team hopefuls are to meet at 
the high 
school 
for 
practice. 
However, Elsea noted there was 
no practice field there and the 
sessions m ay be conducted at 
Jackson Twp. School. 
* * * 
ELSEA will be assisted 
by 
L arry Wilson. 
W’estfall will compete in the 
Scioto Valley Conference. Other 
team s in the league are Logan 
Elm. Laurelville, Piketon, Paint 
Valley and Unioto. 


JONESBORO, Ark. (AP) — 
San Diego Charger Coach Sid 
Gillman announced Monday that 
the Am erican Football League 
cham pions had loaned fullback 
Bobby Jackson to Oakland of 
the AFL. 
Gillm an did not say how long 
Jackson would be with the R aid­ 
ers, nor what the Chargers got 
in return. 


A l l Ca. 
c 
l 
J 
I A 
Rookie linebacker J.R . 
Wil- 
All-Mars Scheduled 
liam s left the squad for personal 
The Circleville Little League i reasons. Williams is from Fres- 
All-Stars are scheduled to play no State. His home is Bakers- 
Chillicothe 
in 
the 
Chillicothe field, Calif. 


• a « i 


Now in Circleville 


AT YOUR FRIENDLY 


PRESCRIPTION DRUG STORE 


102-04 W. MAIN ST. 


CIRCLEVILLE, OHIO 


- Special - 
New Nationally Advertised 
Shock Absorbers 
Installed on All 
Popular Cars 
$24.95 


Includes Parts and Labor 
OK GLASS 
Md RADIATOR 
; 
118 E. Franklin St. 
Phone GR 4-4856 or 
GE 4-6553 


PRESCRIPTION 
DELIVERY Jm 
GR 4- 


OUR “ 
EASY TO REMEMBER" NUMBER 


CHARGE ACCOUNTS 
FREE Rx DELIVERY AND PICKUP 
• AID FOR AGED • 


START THE DAY 
mith 


From 
BLUE RIBBON 


YOU NEVER OUTGROW 


YOUR NEED FOR HIGH-PROTEIN, 


BODY BUILDING MILK! 


Drink 


Milk 


Every Day! 


Buy a creamy quart or half-gallon 
of Blue Ribbon milk at your grocer s 
Or phone us, and your milk man will 
have the order at your doorstep in the 
morning. GR 4-3975. 
BLUE RIBBON DAIRY 


315 S. Pickaway St. 


Tournam ent 6:30 p. rn. Wednes­ 
day. The gam e was originally 
slated for tonight. 


The Chargers are training for 
two 
weeks 
on 
the 
A rkansas 
State College cam pus here. 


“ TRY 
KING 
EDWARD” 
Amene* 's Largest Selling Cigar 


RCA WHIRLPOOL MAKING 


WAY FOR NEW MODELS! 


12.3 Cu. Ft. Capacity 
Automatic Defrost 
109-lb. Zero-Degree 
Freezer 
Bushel-Size Crisper 
Butter Keeper and 
Egg Racks 
Million Magnet Door 


B T . 


While They 


Last! 


• Freezes and Stores 
550 Lbs. 


• 7 Freezing Surfaces 


• Fast Freeze 
Compartment 


• Slide and Store 
Basket 


Model EKH-16S 
MAC’S 


We Trade 
We Service 
We Guarantee 


113 E. MAIN ST. 
d .e . m c d o n a l d , p r o p . 


Classifieds 
4- Busin ess Service 
IO. Automobiles for Sale 
Phon e GR 4 3131 


P er w ord for I In sertion ........ Sc 
(M in im um charge ILOG) 
P er word for 3 in sertion s .......... Ile 
(M in im um lo w ord s) 
P er word for fl in sertion .......... 18c 
t M in imum IO word s) 
P er 
word 
m on thly 
.............. 
80c 
(M in im um IO w ord ;) 
ABOVE RATES 
BASED ON CON­ 
SECUTIVE DAYS 
O s s if ie d word Ad s will ho accept­ 
ed un til 4 p m 
previous d ay for 
publication the followin g d ay . The 
publisher reserves the right to ed it 
E rro r In Ad vertisin g 
n hould 
be 
reported 
im m ed iately 
The Circleville H erald will n ot be 
respon sible for m ore than on e in cor­ 
rect m seruoo 


CAR BOLA, 
the 
d isin fectan t t h a t 
d ries w hite kills flies an d in sects. 
Steele Prod uce Co. 
1952 Chevy pickup, n ew pain t $ 300 
GR 4-3513. 


PA UL'S E lectric Service specializ­ 
in g in w irin g for farm an d home, 
15 
y ears e x p e r i e n c e . 
Call 
GR 4-8606. Stoutsville. Ohio. 


LESLIE Hin es. 
Service. Good 
than the rest. 
sion . 


Realtv an d Auction 
as the best, fretter 
Jefferson 
S u b d u e 


1959 W HITE T am d em d um p truck, 
good 
coalition 
T ruck 
n ow w ork­ 
in g 
Will 
tak late 
mod e! car or 
pickup 
truck 
as 
p art 
pay m en t 
( all 
Ashville 
\ I’ 
3-3611 
betw een 
7-9 p. rn . 


21. Real E state-Trad e 24. Misc. for Sale 


12. Trailers 


I. Special Notice 


I will n ot lie respon sible for an y 
d ebts 
con tracted 
other 
than 
by 
m y self. 
Mary 
J. 
Gain es 


7. Female Help W an ted 


R ESPO N SIBLE housekeeper 
splen ­ 
d id 
con d ition s. 
Must 
furn ish 
ref­ 
eren ces 
In terview 
an y 
aftern oon 
or even in g. Apply 
127 Scioto St., 
Ashville. 


TRA ILER 
for 
GR 4-6112. 
ren t. 
3 
r o o m * 


SIN G LE horse trailer 
T an am axle 
R. I-. Broost. Stoutsville GR 4-4306, 


FU RN ISH ED 
GR 4-3795. 
tra ile r for ren t. Cal) 


9. Situation W an ted 
^ 3. Apartmen ts for Ran t 


Hatfield Realty 
103 E. MAIM ST. 
Pho ne Office — GR 4-6 29 4 
Va ugha n Grubb — GR 4 43 21 
Residence — GR 4 5 719 
Ma rjo rie Spa lding, Sa lesJa dy 
GR 4-5 204 
Jo hn Blinker — YU 3 -45 17 
ADKINS R EALT Y 


B O B A D K IN S , B ro k er 


Mo rtga ge Lo a na 


Mason ic Tempi# 


Ca li GR 4-206 1 


30-30 rifle, call after 5.30 GR 4-4012. 


BOOSEY an d H a w k e * all wood 
clarin et, good con d ition , GR 4.6664 


STEREO , w aln ut fin ish, floor mod * 
% j L con d ,tlon » ve ry reason able 
vtK 4» i385. 


ELECT ROLUX like n ew' paper bag 
mod el 
with 
attachm en ts. 
B alan ce 
d ue $ 33,40. Phon e GR 4-7349 . 


20X30 S T E E L ~ sectio n al garage" 
1956 4 d oor 
De 
Soto, 
390 
A ven ue. 


The Circleville Herald, Tues. Aug. 18, 1964 
Circlev ille, ^ 
9 
' 
Ohio 


"Greatest Sports Thrill' 


R ay 


FOR sale, 
fem ale toy M an chester 


C R ’ 4-6817tm en l 
*as 3 1 ° v e - 


GO SPEL 
Light 
Nursin g 
K in gston , Ohio. 
Private 
vale 
room s. 
R eason able 
642-9503. 


H o m e , 
sem i-pri- 
r a t e s , 


3. Lost an d Foun d 


BABY 
sittin g 
d on e 
rn 
m y hom e, 
d ay s. Call GR 
4-2708. 


WANT baby 
sittin g 
rn 
m y 
hom e 
d ay tim e. GR 4-4280. 


IO. Automobiles tor Sale 


A PA RTM EN T for ren t. 232 E. Main 
S treet. 


3 ROOMS an d bath, upstairs, un fur­ 
n ished . GR 4-4918 


LO SI 
Fem ale brown boxer 
IO 
m iles cast 56 
A n sw ers to Suzie. 
Rew ard . DE 2 2222 


LOST white gold Bulova w atch 
in 
d own town area. 
R ew ard 
C a l l 
GR 4-3232. 


4. Busin ess Service 


DiLTZ Auto R epair, ,‘18 E, F ran k­ 
l i n St. Phon e GR 4-6553, Circleville. 


PLA STER patchin g, G e o r g e 
R 
M ey ers 
Telephon e GR 4-5477 


BY OW NER: 2 d o o r 1957 hard top. 
Ply m outh good con d ition GR 4-4687 
after 4 OO. 


1956 
FORD 
n ew 
pain t 
GR 4-3513, 


con vertible, 
n ew 
top, 
$ 350 
or 
best 
offer 


We Sell the Best 
Jun k the Rest 


Wes Ed strom Motors 
New & Used ( ’a rs & Trucks 
150 E. Main Street 
GR 4-3550 


APA RTM EN T 
for 
ren t. 
P l u m 
Street. $ 25 per m on th GR 4-2898. 


I N FI RNISHED 3 room apartm en t. 
u p sta irs d own town , $ 40. GR 4-3301 
or GR 4-5886 


5 ROOM apartm en t, bath, upstairs. 
GR 4-5480. 


SOUTH 
Bloomfield 
paid . GR 4-6439. 
upper. U tilities 


ASHVILLE. 
GR 4-5998. 
2 bed room GR 4-4471 or 


New a nd Older Ho uses 
City a nd Suburba n 
Acrea ges, 
Business O ppo rtunity 


GEORGE C. BARMES 
Rea lto r 
GE 4-5 275 - 13 0 hi. Ma in S t 


CURTIS W. HIX 
R. E. Bro ker a nd Auctio neer 
Sa lesmen 
Do n t o rquer .............. YU 3 -2280 
W. E. C la rk................. GR 4 4 200 
Pete Hix 
.................. GR 4-5 19 0 
Hubert P u ck ett 
YU 3 -3 5 7 5 
Office 228V* N, Co urt St. 
Circlev ille. O - GR 4-5 19 0 


4 ROOMS an d hath, 724’*. 
Court. GR 4-4269 
S o u t h 


A\vK x,OM Lum„bt‘r *n e supply . 395 
VV 
Main St. Phon e GR 4-3270. 


G U ERN SEY 
D airy , 
Bord en '* 
prod ucts. Phon e GR 4-4666. 
Milk 


W ATER soft n e r, salt. Steele P r o 
d uce Co. 


JIM Gobel well d rillin g 4 to IO in ch 
wells. 4 in ch wells. $ 3.00 per f o o t 
G R 4 4742. 


WELT. DRILLING - Joe Christy - 
A m an d a WO 9-4847 - 8 m iles east 
on U. S. 22 


K E L LE R 'S TV 
sales 
an a 
Bervie* 
Service in 
the 
Circleville, 
Stouts- 
Ville, T arlton area. GR 4-4649. 


IR ES Septic tan k an d sew er clean ­ 
in g service, 
Phon e 
GR 4-4566 
or 
GR 4-6336. 


T ER M ITES — g u aran teed con trol. 
C on tact y our reliable 
K ochhetser 
Ha rdwa re. 


FOR the best In trash an d rubbish 
haulin g. 
R esid en tial an d com m er­ 
cial - Call L arry '* Refuse H aulers 
G R 4-6174, 


CARY 
Blevin s, roofin g, tree trim - 
m i n g, 
foun d ation 
an d 
chim n ey 
wn rk. Work guaran teed . Free ecu’ 
m ate. 
P h o n e 
GR 
4-2079. 
or 
v» R 4 3464. 


M EN 'S footw ear. F irst quality w ork 
an d d ress shoes. E xperien ced fit­ 
tin g an d special o rd erin g S a v e 
tim e an d m on ey , call W E. R ossi­ 
te r GR 4 3674. 


CALL GR 4-5935 n ow! 24 hour roof­ 
in g an d sheet m etal cal! service 
F ree e s t i m a t e s . Fin an cin g av 
su ab le. 
W orkm an ship an d m a te r­ 
ials guaran teed . 
Hammer Roofin g 
*54 W att St. Rear. 
Auto Insurance 
Tf y our rates have gon e up y ou 
m ay 
save 
Im portan t 
d ollar* 
by 
callin g. 
M. B. Griest 
159 r 
M ain 
Phon e GR 4 (NM 
NATIONW IDE INSURANCE CO. 
Hom e Offlc* 
Columbus. O, 
IKE'S 


Septic Ta nk a nd Sewer Clea ning 
Serv ice 
All Wo rk Gua ra nteed 
To be Mire, ceil . . . 
GR 4 -4 5 66 


Pickaway 
Plumbing 
and Heating 


GR 4 7310 
Free E stim ates 


B u i c k * * 
R am bler 
T rades 


1 964 Falcon 
Two Door 
Stan d ard Tran smission 
$1 795 .0 0 


1 963 Ford 
Galaxie 500 
390 En gin e 
Air Con d ition ed 
Power Steerin g 
an d Brakes 
2-Door Hard top 
$24 95 .0 0 


1 962 Buick 
LeSabre Sed an 
Full Power 
On e Own er 
15,000 Miles 
$235 0 .0 0 , 


1 962 Plymouth 
9 Passen ger Wagon 
Full Power. Automatic 
Small V-3 
22,000 Miles 


UPSTAIRS, utilities furn ished , m od ­ 
ern , som i-fum ished 
211 
S. 
Scioto 
St.. GR 4-4471 or GR 4-5998. 


2 BEDROOM , upstairs, un furn ished 
Circleville n orth en d , ad ults. A s h ­ 
ville. YU 3-4170. 


LOW ER four room m od ern a p a rt­ 
men t. 
Eugen e 
Bush. 
W illiam s­ 
port. YU 6-2402. 


14. Houses for Ren t 


6 ROOM m od em d ouble $ 70 a sid e. 
2 blocks from d own town n ot over 
2 child ren . GR 4-2869 


’j DOUBLE 6 room s an d bath, 3 
bed room s, 
gas 
furn ace. 
In quire 
147 VV. High Street. 


4 ROOM house with p artial beth 
n ice y ard . Call GR 4-4477 a f t e r 
6:00 p. rn . 


E d W a l l a c e 
R e a l t y C o m p a n y 
ED WALLACE 
E. R. “ TOM" BENNETT 
— R e a l t o r s — 
Mrs. Jean n e Bach 
J a mes VV Fo rd 
. 
Mrs Tom Ben n ett 


GR 4-4134 
GR 4-4581 
GR 4-3872 
Circleville Realty 


All Ty pes of Real Estate 
In suran ce 
Office Phon e — GR 4 3795 
Resid en ce — GR 4-5722 
Farm s— City Property —Loan * 
152 VV Main St 


16. Misc. for Ren t 


5 ROOM house an d sleepin g room 
for ren t. 135 W. High Street. 


W. D. HEISKELL & SON 
Realtor* 
Q ty an d Farm Sales 
an d Fin an cin g 
J29V% W. Main — Circleville 
GR 4 6137 
Resid en ce - GR 4-7144 
Williamsport — YU 6-2751 


24. Misc. for Sale 
17. W an ted to Ren t 


FARM 200 acres or m ore for cash 
or 
« -n are 
Lloy d 
Sw ackham m er, 
Route 2 Kin gston , 655-9870 


SCHOOL teach er w an ts to ren t a 
3 bed room hom e 
A tw ater School 
D istrict. GR 4-7449 


LARGE FAM ILY with good in com e 
n eed s coun try hom e to ren t in C ir­ 
cleville 
area 
by 
Sept. 
8. 
Call 
GR 4-3444 


18. Houses for Sale 


MODERN 
3 bed room 
ran ch 
sty le 
house 
in 
W illiam sport 
A ttached 
garage an d 
fen ced -in 
back y e rd . 
Call YU 6-1462 


BY OW NER: B rick d ouble, gas fur­ 
n aces. 
large 
lot. 
uptown 
location , 
N ear school, top con d ition . This is 
good in vestm en t. GR 4-6101. 


BY OWNER 
4 room m od ern hom e 
j utility room, g arage, gas, city w it- 
I er. Close up town im m ed iate pos­ 
session . Phon e 495-5661, New Hoi- 
lan d . 
$ 1 5 9 5 .0 0 , OHIO STREET — $8500 
If 
mt lo buy a real n ice 
old er home be sure to see this 
on e Very n ice in sid e an d out. 


Construction 


M a t e r ia ls 


Co ncrete Blo cks 
Rea dy Mix ed Co ncrete 
Dra in Tile 
Ba g Cement a nd Mo rta r 
Miami Alumin um Win d ow* 
Truscon Steel Win d ow* 
Basic 


200 E. Corwin 
GR 4-3169 


S I E R EO full 
fid elity ton e con trol 
4 speed 
chan ger excellen t con d i­ 
tion . B alan ce on ly $ 72,14. P h o n e 
GR 4-7349. 


CORN silage, $ 6 50 p e r ton f r o m 
field chopper. $ 90 per acre. stan d ­ 
in g corn . Will haul short or 
lon g 
d istan ce. L an caster OL 3-1116. 


NATIVE lum ber, will d eliver 
Mi> 
Ktn le.v H an sen . R ockbrid ge Route 
L 
n ight 
phon e 
L a u r e I v l l I 
D E 2*3111. 
e, 


Gabe Paul 
When 
Recalls Day 
Reds W on Flag 


By GABE PAUL 
I Cubs, an d in Jun e he completed 
(For The Associated Press) 
a 
d eal 
with 
the 
Phillies 
for 
With a n um ber of ball gam es BucF v W alters. With the in flux 
that are play ed each y ear, an d ° 
>oitn gNters an d the ad d ition 
the n um ber a fellow in this busi- 
^ cse I'*'’0 
—an d also uri­ 
n e s sees each season , there can d „er..*be. n ew m an a&ership of Bill 
be m an y , man y thrills. 
Excitin g momen ts like: 
The d ay Jerry Kin d all hit a 
two-out home run again st the 


McKechn ie— the Cin cin n ati club 
started to jell. 


cr stages, but n obod y was ever 
better than he was in the last 
in n in g—when he en d ed the gam e 
by strikin g out Ducky Med wick 
an d John n y Mize on six pitched 
balls. 
Giles an d I sat together in the 
In 1939 the team really moved un com Pleted n ew section of the 
an d was a great ball club. It upper 
gran d stan d 
of 
Croslev 
had 


RED LIVING room suite like n ew 
$ 125 
bun k 
bed s. 
sprin g 
m attress 
an d chest $ 27, an tique w ash stan d 
$ 10. I Tappen gas ran ge $ 5 . an ­ 
tique bed $ 5. CaU GR 4-3466 


IF CA RPETS look d ull an d d rear, 
rem ove the spots as they appear 
with Blue 
L ustre. 
R en t 
electric 
sham pooer, 
$ 1. 
K in gm an 
D rug 
Store. 


Yan kees two y ears ago to turn had a blg lead * but m Septem ber .Kield - 
Qur regular seats 
certain d efeat in to a stun n in g the 
Card in als - un d er 
Ray : been usurped by fan s, an d rather 
victory ; 
Blad es—were chargin g. The d i. “*an Put somebod y out we just 
The seven th gam e of the 1940 maxJ a me when the Card s cam e moved to the n ew section an d 
world 
series 
when 
the 
Red s 
Cin cin n ati for a four-game 
ed ged Detroit 2 to I; 
series. 
The con secutive n o-hitters by 
Red s won the open in g 
John n y V an d er Mper; 
gam e of the Sept, 26 d ouble- 
The perfect 
game 
by 
Don 
Larsen 
in 


sat (Mi the steel base. The n ew 
seats were n ot y et in stalled . 
We squirm ed an d suffered on 
the steel seats, an d fin ally when 


NECCHi built in autom atic zig zag World Series, 
con sole 
sew in g 
m achin e 
m akes 
W hile 
all 
n an cy 
d esign s, 
sew s 
on 
button s. ,v -ii 
, ., 
m akes 
butto nho les, etc 
B alan ce LnrUlS — an d there were 
P tw ^ GR*4r- 
d iscoun t 
for cash. other 
games which 


us 
strike past Mize — both of 
broke in to tears! 
It was somethin g T will n ever 


REPO SSESSED stereo hi fi cor sole. 
Dual 
chan n el 
stereo 
separation 
B eautiful w aln ut con sole, full wood 
cabin et 
in 
excellen t 
con d ition . 
Balan ce on ly $ 76 OO. Can be paid 
in pay m en ts as low a* $ 5 OO p e r 
m on th Call GR 4-7246 


turn ed in head er* The Card in als won the D errin ger 
whistled 
the 
last 
the 
1956 s€ con <I Ra me. an d also trium ph­ 
ed the followin g d ay . The race 
these 
were great was as t*Sht as a d rum , to coin 
m an ) a £ brase- 
forget, an d I m ust say — as I 
provid ed 
But on 
2*^* Ba^ Herrin g- thin k about it again —it was the 
t e n s e , 
excitin g, 
m em orable <' r Pitched an d won the gam e greatest thrill I’ve ever experi* 
momen ts — I thin k 
my presen t that clin ched the pen n an t. It was en ced in sports, 
feelin g is that the gam e in Cin - 
a spectacular con test. D errin ger 


Maytag 


Sa les & Serv ice 


M 
A C S 
113 E, Main St. 


Get y o ur la wn mo wer rea dy 
fo r the sea so n a hea d. 
Sha rpening a nd 
Mo to r Repa iring 
KOCHHEISER 
HARDWARE 
113 W. Ma in Street 


Full Line o f 
Samson ite Luggage 
Prices Sta rt a t 
$ 14.95 
MASON 
FURNITURE 
121 N Court S t — G R 4 3 29 6 


cin n au 
on 
Sept. 
28. 
1939, 
in 
which 
the 
Red s 
clin ched 
the 
pen n an t by d efeatin g their clos- 
est 
challen ger, 
the 
St. 
Louis 
Card in als, gave me the greatest 
lastin g thrill. 
It was in my third y ear rn Hie ! 
m ajor leagues — havin g gon e 
with W arren Giles to Cin cin n ati 
from Rochester in October of 
j 1936. 
In 1937 
the Cin cin n ati club 
fin ished 
last 
an d 
the 
people 
weren 't very happy about the 
“ bushers" from 
Rochester. ln ! 
1938 the club was on the move 
an d fin ished fourth — on ly six 
gam es out of the lead . 
It was for 1938 that Giles m ad e 
two of the all-time good trad es, i 
d u rin g the win ter he secured 
Lon n ie Prey from the Chicago 


wa s no t a t his best until the la t-i 
(Nex t: Ma rty Ka ro w ) 


Daily Television Schedule 


Tuesd ay 


(C) Deno tes Co lo r Teleca st 


Ty pewriters— Ad d in g 
Machin es—Calculators 


Coal 


Ohio. W. \ a an d Ky . Coal* 


A t Sum m er Prices 
Parks Coal Yard 


Phon e GR 4 3b81 


A n y 
S p e c i a l o r 
Common Nails 
See 
Cellar Lumber 
766 S Picka w ay 
GR 4-6 9 43 


R. E. Featherln gham 
— AUCTIONEER — 
- REALTOR - 


1961 Buick 
LeSabre 2-Door S e d a n 
$1 5 95 .0 0 


1 962 Buick 
Sky lark Con vertible 
4-Speed Stan d ard 
Tran smission 
$1 94 5 .0 0 


I960 
T-Bird 
Power Seats 
Automatic Tran smission 


E V A N S 
4*—# 
R F A l T V 


JOHN A. EVANS, Realtor 
n o W. Main St. 
(Office in Hamilton Store) 


FA M ILIES on ly . N icholas E lem en ­ 
tary School en d proposed n ew high 
school an d all y ou have to d o is 
cross the street. New 3 bed room 
Us bath partial split. $ aoo d own . 
large 
lot* 
im m ed iate 
possession . 
P h o n e 
GR 
4-4570, 
Chillicothe 
772-6656 


19. Farms for Sale 


U SED 
FU R N IT U R E 


Alwa y s a la rge selectio n 
o f go o d used furniture. 


Buy where y o ur mo ney 
go es further. 


FO RD'S 
New a nd Used Furn iture 
155 W. Main 


LIST y o ur fa rms 
Ba rnes. Realtor. 
with Geo rg* C. 


L . P . 


G a s 


Cy lin d er 
an d Bulk 
See Us 
Mow for a 
Free 
E stim ate 
Fastest 
S e n ice 
An y w here 
2-Way 
Rad io 


Electric 
Ma nua l a nd 


Portables 


Sales and 
S en ice 


PAUL A. JOHNSON 
Office Equipment 


26. Wan ted to Buy 


WE N EED y our old 8 m m 
projector 
or 
polaroid 
cam eras 
I p to $*40 tra d e in allow an t'* on a 
Kod ak Chevron Zoom. 8mm m ovie 
projector. Rexalt D rugs, N. Court 
Street. 


4 30— (4) Con ven tion 
Preview 
(6) Mickey Mouse Club 
(IO) Con ven tion 
Preview 
5:00— (4) Star Showcase 
(6) Wood y Wood pecker 
(IO) Movie — “ God Is 
My P a rtn e r” — 1957 
5:30— (6) Sea Hun t — ad ven ­ 
ture 
5:55—(IO) Mr. Ed 
6:00— (4) News, 
W e a t h e r , 
Sports 
(6) News 
6:15— (6) News 
6:25—(IO) W eather 
6:30— (4) Hun tley -B rin kley 
(6) Bron co 
(IO) News 
7:00— (4) Jam boree 
(IO) News, Sports 
7:15— (IO) Briscoe By ers 
7:3 0 - (4) Mr. Novak 
(6) Combat 
(IO) House Divid ed 
8:00 — (IO) High Ad ven ture 
8:30— (4) Citizen 
(6) M cli ale’s Navy 
8*00— (4) Richard Boon e Show 
(6 ) Grea test Sho w 
— C 
(IO) Petticoat Jun cUoB 
9:30— (IO) Jack Ben n y 
10:00— (4) Rise of Khrushchev 
(6) Fugitive 
(IO) K e e f e 
Brasselle 
Show 


27. Pets 


R E G ISTER ED 
weeks. 
Phon e 
9 ami IO p. m. 


Pood le 
puppies, 
ll 
GR 4-3301 
betw een 
P r u e *00 


BOSTON T e rrie r, Toy Fox T errier 
Pug. Pood le*. Chihuahua, puppies. 
L aurelville 
K e n n e l . L aurelville 
Phon e DE 2-3934, 


28. Farm Implemen ts 


POR SALE 
Ford tracto r an d F-Jn 
F a rm atl tracto r. GR 4-6125 


PWO 1550 bu. Behlen corn 
cribs 
n o t 
M in n eapolis 
Mod el 
D 
corn 
sheller. 
On e 
70-ft 
Cl av 
silage 
auger. 
A m an d a 
WO 
9 2668 
WO 
9 2662. 


30. Livestock 


$1 5 95 .0 0 Farm Real Estate L I I I L R S 
R E G IST E R ED 
H ereford 
m on ths old . GR 4 2862. 
bull, 
14 


I960 Buick 
LeSabre Con vertible 
Pow er Steerin g 
Automatic Tran sm ission 
$1 5 95 .0 0 


THE 
BUMGARNER 
COMPANY 


Auction S en ice - wtU buy or j ] 9 60 Rambler 
•ell y our household good s or mi* 
ceiJan euus on a commission . 
Ashville. Ohio - YU 3 3051 


Plum bin g — Heatin g 
Pum ps 
Sheet Metal Fabrication 
Haning's Inc. 
138 W. Main 
Phon e GR 4 4651 


American Wagon 
6 Cy lin d er 
Stan d ard Tran smission 
$695 .0 0 


___ I 
Barthelmas 
Sheet Metal 
and Plumbing 
H ear—Pickaw ay A Pleasan t St. 


GR 4 2655 


Janco 
Home Build ers an d Remod elers 


MEW HOMES 


Ail ty pe* of remod elin g. We 
d o 
the com plete job. 
Free E stim ates an d Plan n in g 


Mo Down Pay m en t 
5 Years to Pay 
1X2 W. Main St. 


GR 4-5154, GR 4 289 1 


GEORGE D, SPEAKMAN 
j 


1960 Chevrolet 2-Door 
$ 895.00 


1960 Buick 2-Door 
$ 1295,00 


1960 Pon tiac 2-Door 
$ 895.00 


1960 Ply mouth 4-Door 
$ 795.00 


1960 Comet 2-Door 
$ 850,00 


1960 R am bler 4-Door 
$ 595.00 


Realtor 
121 W. Market 
Washin gton C H. 
Phon e 335-4740 


—...... 
20. Lots f o r Sale 


ti* M ILE from C ircleville, approx- 
! in n ately I acre. gas available 
o n 
som e. W 
r 
Grist GR 4 3097. 


USE THE CLASSIFIED* 


Corn er of Corwin an d Pickaw ay ----- ---------- 


ENJOY" un l im it e d 
! 31 . Poultry an d Eggs 
SOFT WATER WITH A 
LINDSAY 
Water Conditioner 


Con trols Red W ater! 


BABY 
chicks 
an d 
starte d 
chicks 
I up to four weeks old . Last of the 
! season 
special 
C rom an 
Farm s 
H atchery 
phon e 
GR 
4-5422 
or 
GR 4 4800. 


NOTICE TO BIDD ER* 
Sealed 
proposals 
will 
b* 
received I 
by the Board of E d ucation , C ircle­ 
ville City School D istrict, 
st 
the ! 
office of the C lerk, 5*0 South Court I 
Street, Circleville, Ohio. un til 12 OO i 
I Noon . E S T . 
Septem ber 
IS, 
1064. I 
; an d a t th at tim e publicly open ed ;; 
. 
for all labor, m aterial, an d services 
i n ecessary for the com pletion of 
I HIGH ST R E E T 
ELEM EN TA RY SCHOOL 
I *0 E ast High Street. 
a nd . . . 
a r e * * * . Ohio j 
I Ad d ition to 
> MOUND ST R EET 
I ELEM EN TA RY SCHOOL 
424 E a st Moun d Street. 
CtrcleviU t, Ohio 
i 


i a ra 
, . 
ST R E ET & U TILITIES 
C ircleville High School 
all in accord an ce with D ocum en tal 
i p rep ared by K ell*rn it Foley , Archi- ^ 
tects. 
IQ I 
West 
F irst 
Aven ue 
j Columbo*. Ohio, 43212 
* C on struction D ocum en ts fo r the two i 
. scho°i P rojects have been prepared 
in such m an n er that bid d ers m ay I 
subm it a proposal on eith er p roject 
^ 
v, 
or 
a 
com bin ation 
proposal eo\er* ll OO— (4) N e w s, 
t r e both projects. C on struction pro * 
S p o rts 
un ll 
be 
received on GEN- 
J . 
ERAL. 
PLUM BING 
HEATING 
A 
N e w s, 
VENTILATING, an d ELEC TR IC A L j 
work, or an y com bin ation thereof 
E quipm en t 
proposals 
will 
be 
re ­ 
ceived o n item s of KITCHEN equip- ‘ 
m e n 
as required 
at the Moun d 
Street School Ad d ition 
Street arid utility d ocum en ts have ! 
been p rep ared in such m an n er th at ! 
bid d ers m ay subm it a proposal on 
the ST R E ET con struction work 
or 
io n the U TILITIES u o rk or a com- 
j bi n a t K>n proposal coverin g all work ! 
; All D ocum en ts are on file for re- I 
t view, at the office of the A rchitect, 
the office of the Clerk of the Board 
; of E d ucation , the Colum bus Build ­ 
ers E xchan ge, an d 
the 
Columbeia 
Office of F 
W 
Dod ge C orporation 
D ocum en ts for the person al use of 
; bid d ers 
m ay 
be 
obtain ed 
at 
the I 
A rc h ite cts office upon a d eposit o f: 
S p OO 
to r 
each 
set 
IC on struction I 
D ocum en ts) a n d o r *10 00 for each* 
set t Equipm en t D ocum en tal, an d or I 
$ 5 (JO for each set - Street A U tilities 
D ocum en ts i. 
Deposit will be fully refun d able to 
bid d in g prim e con tractors on ly (» , 
refun d 
to 
all 
others! 
In d ivid ual 
d raw in gs sheets 
m ay be obtain ed 
at cost by 
ord erin g 
d irect from 
p rin ter 
(Colum bus 
phon e 
n um ber 
228-6775» 
No bid d er m ay w ithd raw hi* bid 
for 
a 
period 
of thirty 
« 30» 
d a vs 
(C on struction an d -or Street A U tili­ 
ties 
work! 
or 
sixty 
(Sot 
d a vs 
(E quipm en t w orki 
atter the open - 
mg thereof 
Ow n er reserves right to reject an y 
or ail bid s an d to w a n e in form al!. 
ties 
Beard of Ed ucation 
C ircleville City School D istrict 
M ary Ellen Ra der 
Clerk 
Aug 
18 
» 
Sept. 1, 8 


I 9:30—(IO) Dick Van Dy ke 
(6) Ben Casey 
10.00— (4) Eleven th Hour 
(6) 77 Sun set Strip 
(IO) Rud y Valley 
U.OO— (4) News. W e i t b i r , 
Sports 
(6) News, W e a t h e r , 
Sports 
(IO) News, W e a t h • r, 
Sports 
11:15— (6) Con ven tion 
Preview 
11.20—0 0 ) Movie — “ Pursued " 
— 1947 
11:30— (4) John n y Carson—C 
(6) Hon g Kon g 
1:00—(10) This Is the Life 
1:05 — (4) Da ily Wo rd 


IN TH E COMMON PLE AS COL RT 
PIC KAW AV COl MTY, OHIO 
No rma Elain e Alliso n, 
Plain Off, 


Douglas E arl Al in urn . 
Defen d an t, 
NO. JJM ! 
p ub l i c n ot i c e 
D'x .g.a s fu r l Alliso n w h o — a d. 
“ f*** ** 23 rd Air B a s * gro up, a . 
P O . 137, San Fran cisco. Californ ia, 
will take n otice that on the 8th d ay 
of August, im * 
N orm a E lain e Alb­ 
ion filed a Petitior, in the Com m on 
Pleas 
Court of 
P ickaw av Coun ty , 
i Ohm. in Case No. 23967. again st him 
as the d efen d an t, pray in g for a d i* 
y ore* on the groun d * o f g ra m n e- 
; gleet of d uty . Said d efen d an t it re- 
! quired to an sw er aa id P en Hon on or 
before S eptem ber 23 
1964. 
N orm a E lain e Allison . Plain tiff 
Aug. ll, 18 IS, Sept. I, 8 IS. 


Sports 
DO) Mew*. 
Spo rts 
11:15— (6) Con ven tion Preview 
11:20—(IO) Movie — "B ackfire ’ 
— 1950 
11:25- (4) W eather 
11:45— (6) Roarin g 20* 
11:30— (4) Ton ight Show—€ 
1:00— (4) News 
1:05— (4) Daily Word 


Wed n esd ay 


(C) Deno tes Co lo r Teleca st 


KOTH K O F HE ARINO 
SOR PAROLE 
lo n d o n . Ohio Aug IS ISM 
W e a t h e r , 
No 11*252 — A lbert S. Kurtumd al). 
a 
prison er n o w 
con fin ed 
in 
the 
{ L o n d o n 
Co rrectio na l In stitution 
W e s t h e r , WRNlo r 
Ohio , a dmitted fro m P u *» . 
. way Coun ty , con victed Sept. 
196a 
rn „ . * v 
- ,h* rn m e 
o f Fo rg ery 
an d servin g 
VV e a t n e r , » a sen ten ce o f J R y e ars is eligible 
for a hearin g before the OHIO PAR 
PGN AND PAROLE COMMISSION 
a n o r after October I. 1964 
OHIO PARDON AND 
PA ROLE COMMISSION 
By J . E. Griffith 
Parole -o d R ecord C lerk 
Aug. I*. 26. 


C C pX /lfC On All Make* 
JL A VILL W ater Soften ers! 


CAI T 
Pickup At Our Store 
'MLI 
og vs e ll Deliver 


~ DOUGHERTY S ~ 
Waler Conditioning 
Sales — Ren tal — Service 
147 W. Maul St. — GR 4-2697 
i 


cTwfd b h Ca mp fire 
■ 
.......... 
— 
i ■—« 
SI CUI I ear- n cv ... 
J 
Br BILL BERO 
TRY THESE TESTED TIPS... 


KHEN FISH A K E NOT CO-OPE RAT int 
A D D - D E S S E R T FOR 
S M ALLMOUTH B A S S 


p oo c h 
A GOOD B A IT HOLDER 
T O CARRY W O R M S IM IF 


4 3(V—* (4) Con ven tion 
Preview 
(6) Mickey Mouse Club 
(IO) Con ven tion 
Preview 
5 OO— (4) Star Showcase 
(6) Yogi Bear 
(IO) Movie — “ C o u n t y 
F air" — 1950 
5:30— (6) Seven Seas 
5:55—(IO) Rifleman 
6:00— (6) News, 
W e a t h eg. 
Sports 
6 :1 5 - (6) News 
6:25—(IO) W eather 
6:30— (4) Hun tley -Brin kley 
(6) Sugarfoot 
(IO) News 
7:00— (4) Jam boree 
(IO) News 
7 3 0 - (4) Virgin ian —C 
(6) Ozzie an d H arriett 
(IO) G reat Con ven tion * 
S OO— (6) P atty Duke 
8:30— (6) F a rm e r’s D aughter 
(IO) M-Squad 
9:00— (4) Con ven tion 
Preview 
(IO) Beverly Hillbillies 


No tice To P rin t*re Eo f Rids 
For Prun in g Balk** 
Notice ta bere by given th at t h e 
Board o f 
E lection s 
of 
Pickaw av 
Coun ty , Ohio, 
will 
receive 
sealed 
bid s up to 4:00 o’clock 
P 
M . 
on 
M on d ay , the 
24th 
d ay - 
o f 
August 
1964 at Ha office in Court H o u s e 
Circleville. 
Ohio 
for 
the 
prin tin g 
an d furn ishin g of Ballots a.-r >rd mg 
to the epee!location s on hie rn aaid 
office 
Bid s shout! he scaled sod en d ors­ 
ed 
Bid for P n rtin g Ballot* *' an d 
m ust be accom pan ied by a (toad 
o f 
the 
bid d er 
in a 
aum 
d ouble the 
am oun t of the bid , with at Ie*at two 
sureties or a su rety com pan y , satis- 
factory to 
th# 
B oard 
con d ition ed 
upon the faithful 
perform an ce 
of 
the con tract for 
such 
prin tin g 
aa 
m ay be aw ard ed an d for the 
p a x . 
m en t as d am ages bv the bid d er to 
the Board o f arn excess of coat over 
the bid or bid * which th# B oard m ay 
he obliged to pay for such w ork bv 
reason of th# failure of Lh# bid d er 
to com plete the con tract 
Th* con tract wUJ he let to t h e 
lowest 
respon sible 
bid d er 
In t h e 
Coun ty . 
Th* Board how ever, reserve* m * 
right to reject an y or a1) bid s. 
Bv ord er of the Board 
Dated this 
17th 
d ay 
of 
I wg m 
A ttest: 
Ttielma Trimmer 
Clerk 


A ugust 


Aug. IS 


Bo a rd o f Electio n# o f 
Pickaw ay Coun ty 
By M ilton P. Ma nso n 
C hairm an 


USE TUE CLASSIFIEDS 


32. Public Sale 


1959 Ply mouth 
$ 595.00 


1959 Chevrolet 
$ 795.00 


4-Door 


2-Door 
YATES 
Motor Lo. 
CIK 4-2136 


PUBLIIC SALE 


Located 8 mile* East of Circleville, 3 miles West of Tarlton 
on the Shoem aker Road on 
Saturday, Sept. 5 th 1 964 — I P.M. 


— HOUSEHOLD GOODS — 
Frigid aire refrigerator; electric ran ge; Sicgier fuel oil heater; 
bed s; cots; blan ket chest; m arble top d resser; chest of d rawers* 
w ashstan d ; n ight stan d straight chairs; rockin g chairs; bookcase 
an d d esk combin ation ; 2 love seats; tables; m irrors; picture 
fram es. ^ kerosen e lam ps; old organ ; clocks: pie safe; books; 
coal heater; bed d in g, an tique d ishes. Other n um erous item s, 


T E R M S -C A S H 
Wayne Morris 


Executor of the E state of Eva M orris, Deceased 


W illiun L en t, A uction .fr 
E A Sm l,h’ Al,orn ey 
, 1 ircleville, Ohio 
‘ Phon e GR 4 2614 


Classifieds 
Business Service 
10. Automobiles for Sale 


Sc 


12c 


18c 


50c 


Phone GR 4 3131 
Per word for I Insertion 
(Minimum charge $1.00) 
Per word for 3 insertions .. 
(Minimum lo words) 
Per word for 6 insertion .. 
(Minimum IO words) 
Per 
word 
monthly 
........ 
(Minimum IO words) 
ABI IVE RATES BASED ON CON­ 
SECUTIVE DAYS 
Classified word Ads will he accept­ 
ed until 4 p. rn 
previous day for 
publication the following day. The 
publisher reserves the right to edit 
E rror In Advertising 
should 
be 
reported 
immediately 
The Circleville Herald will not be 
responsible for more than one incor­ 
rect insertion 


CAHBOLA. 
the disinfectant t h a t 
dries white, kills flies and insects. 
Steele Produce Co. 
1952 Chevv pickup, new paint $300. 
GR 4-3513, 


PAUL S Electric Service specials- i 
mg in wiring for farm and home, 
15 
years 
e x p e r i e n c e . 
Call 
GR 4-6606. Stoutsville, Ohm. 


LESLIE Hines. 
Service. Good 
than the rest, 
sion. 


Realty and Auction 
as the best, better 
Jefferson 
Subdua­ 


l s WHITE Tamdem dum p truck. 
good condition. 
Truck now' w ork­ 
ing 
Will tak late model car or 
Pickup truck 
a* 
part 
payment 
Call Ashville YU 3-3611 
between 
7-9 p. rn. 


21. Real Estate - Trade 


12. Trailers 


H a tfie ld Realty 
103 E. MAIM ST. 
Phone Office — GR 4-8294 
Vaughan Grubb — GR 4-4321 
Residence — GR 4-5719 
Marjorie Spalding, Saleslady 
GR 4-5204 
John Blinker — YU 3-4517 


24. Misc. for Sale 


7. Female Help Wanted 
TRAILER 
GR 4-6112. for 
rent, 
3 
r o o m # 


2. Special Notice 


I will not l>e responsible for anv * 
debts 
contracted 
other 
than 
by I 
im self. Mary J. Gaines 


RESPONSIBLE housekeeper 
splen­ 
did conditions. 
Must 
furnish ref­ 
erences 
Interview 
am 
afternoon 
or evening. Apply 
127 Scioto St., 
Ashville. 


SINGLE horse trailer 
Tanam axle 
R. L. Brobst, Stoutsville GR 4-4306 


FURNISHED trailer for rent." 
GR 4-3795. 
Call 


9. Situation W anted 
Apartments for Rent 


GOSPEL 
Light 
Nursing 
Kingston, Ohm. Private 
vale rooms. 
Reasonable 
642-2503. 


H o m e , 
semi-pri- 
r a t e s . 


BABY 
sitting done 
in my home, 
days. Call GR 4-2708. 


WANT bain 
sitting in 
my 
home 
daytime. GR 4-42RO. 


3. Lost and Found 
IO. Automobiles for Sale 


LOST 
Female brown boxer. IO 
’ides east 56 
Answers to Suzie. 
Regard. DE 2-2222 


LOSI white gold Bulova watch, in 
downtown area. Reward — C a l l 
GR 4-3232. 


4. Business Service 


DiLTZ Auto Repair, 118 E. Frank­ 
lin St. Phone GR 4-6553. Circleville. 


PLASTER patching, G a o r ; * R 
Meyers 
Telephone GR 4-5477. 


BY OWNER: 2 door 1957 hardtop. 
Plymouth good condition GR 4-4687 
after 4 OO. 


1956 FORD 
new 
paint 
GR 4-3513. 


convertible, 
new top, 
$350 
or 
best 
offer 


We Sell the Best 
Junk the Rest 


Wes Edstrom Motors 
New & Used Cars & Trucks 
150 E. Main Street 
GR 4-3550 


APARTMENT for rent. 232 E. Main 
Street. 


3 ROOMS and bath, upstairs, unfur­ 
nished. GR 4-4918. 


APA R TM ENT 
for 
rem! 
P l u m 
Street. $25 per month GR 4-2898. 


A D K IN S REALTY 


BOB ADKINS, Broker 


Mortgage Loans 


Masonic Tempi# 


Call GR 4-2061 


30-30 rifle, call after 5.30 GR 4-4012. 


BOOSEY and H a w k e * all wood 
clarinet, good condition, GR 4.6664. 


STEREO, walnut finish, floor moth 
condition, very reasonable 


ELECTROLUX like new paper bag 
model with attachm ents. 
Balance 
due $33.40. Phone GR 4-7349. 
j 


20X30 


The Circleville Herald, Tues. Auq. 18 1964 
Circleville, Ohio 
' 


STEEL sectional garage 
1956 4 door 
De 
Soto. 
390 
Avenue. 
Ray 


FOR sale, female toy M anchester 
dog. Apartm ent size gas s t o v e 
GR 4-6817. 


New and Older Houses 
City and Suburban 
Acreages, 
Business Opportunities 


GEORGE C. BARNES 
Realtor 
GR 4-5275 - 130 K. Main S t 


UNFURNISHED 3 room apartm ent, 
upstairs downtown, $40. GR 4-3201 
or GR 4-5886 


5 ROOM apartm ent, bath, upstairs 
GR 4-5480. 


SOUTH Bloomfield 
paid. GR 4-6439. 
upper. Utilities 


ASHVILLE. 2 bedroom GR 4-4471 or 
GR 4-5998. 


4 ROOMS and bath. 
Court. GR 4-4269. 
724’j. S o u t h 


ANKROM Lumber and supplv 
W 
Main St. Phone GR 4-3270. 325 


GUERNSEY Dairy, Borden's Milk 
products. Phone GR 4-4666. 


WATER softner, salt. Steel* p r a - 
duce Co. 


JIM Gobei well drilling 4 to IO inch 


GRU4 4742nCh W6llS‘ *3'00 p f r f o n 


W ELL DRILLING — Joe Christy — 
Amanda WO 9-4847 — 8 miles east 
on U. S. 22. 


KELLER S TV sales ana service 
Service in the Circleville, Stouta- 
ville, Tarlton area. GR 4-4649. 


IKES Septic tank and sewer clean­ 
ing service. 
Phone GR 4-4566 or 
GR 4-6336. 


TERMITES — guaranteed control. 
Contact your reliable 
Kochheiser 
Hardware. 


FOR the best in trash and rubbish 
hauling. Residential and commer­ 
cial — Call Larry’* Refuse Haulers 
GR 4-6174. 


CARY Blevins, roofing, tree trim- 
mi n g, 
foundation 
and 
chimney 
work. Work guaranteed. Free esti­ 
mate. 
P h o n e 
GR 
4-2079. 
or 
*»R 4-5464. 


MEN’S footwear. First quality work 
and dress shoes. Experienced fit­ 
ting and special ordering. 
S a v e 
time and money, call W. E. Rossi­ 
ter. GR 4 .3674. 


CALL GR 4-5935 now! 24 hour roof­ 
ing and sheet metal call service 
Free e s t i m a t e s . Financing av 
ailable. Workmanship and mater­ 
ials guaranteed. Hamner Roofing. 
454 W att St. Rear. 
Auto Insurance 


T I your rates have gone up you 
may 
sa va 
Important 
dollars 
bv 
calling. 
M. 
159 F Main 
Phone OR 
_ 
NATIONWIDE INSURANCE CO. 
Home Office 
Columbus. O. 
B. Griest 


IKE'S 


Septic Tank and Sewer Cleaning 
Service 
AU Work Guaranteed 
To be sure, c e i l . . . 
GR 4-4566 


Pickaway 
Plumbing 
and Heating 


GR 4 7310 
Free Estimates 
Coal 


Ohio, W. Va and Ky. Coals 
At Sum m er Prices 
Parks Coal Yard 


Phone GR 4 3b81 


Any Special or 
Common Nails 
See 
Cellar Lumber 
"66 S Pickaway 
GR 4-6943 


e T 


B u ic k * 
R am bler 
Trades 


1964 Falcon 
Two Door 
Standard T ransm ission 
$1795.00 


1963 Ford 
G alaxie 500 
390 Engine 
Air Conditioned 
P ow er Steering 
and B rakes 
2-Door H ardtop 
$2495.00 


1962 Buick 
L eSabre Sedan 
Full Pow er 
One Owner 
15,000 Miles 
$2350.00 


1962 Plymouth 
9 P assenger Wagon 
Full Power. A utom atic 
Small V-8 
22,000 Miles 
$1595.00 


1961 Buick 
LeSabre 2-Door Sedan 
$1595.00 


1962 Buick 
S kylark Convertible 
4-Speed Standard 
T ransm ission 


UPSTAIRS, utilities furnished, mod­ 
ern, semi-fumished 211 S. 
Scioto 
St., GR 4-4471 or GR 4-5998. 


2 BF.DROOM, upstairs, unfurnished 
Circleville north end, adults. A # h 
Ville. YU 3-4170. 


| LOWER four room modern apart 
ment. 
Eugene 
Bush. 
Williams 
port. YU 6-2402. 


14. Houses for Rent 


CURTIS W. HIX 
R. E. Broker and Auctioneer 
Salesmen 
Don Forquer ............... YU 3-2280 
W- E. C lark...................GR 4-4200 
Pete Hie .........................GR 4-5190 
Hubert P u ck ett 
YU 3-3575 
Office 228Vi N. Court St. 
Circleville. O — GR 4-5190 


b it,R E O full fidelity tone control 
4 speed changer excellent cond!- 
Hon.^Balance only $72.14, P h o n e 


'Greatest Sports Thrill' 
Gabe Paul 
When 
Recalls 
Reds Won 
Day 
Flag 


Bv GABE PAUL 
(For The Associated Press) 
With a number of ball games 


6 ROOM modem double. $70 a side. 
2 blocks from downtown not over 
2 children. GR 4-2869. 


1 j DOUBLE 6 rooms and bath, 
bedrooms, 
gas 
furnace. 
Inquire 
147 W. High Street. 


4 ROOM house with partial bath 
nice yard. Call GR 4-4477 a f t e r 
6:00 p. rn. 


16. Misc. for Rent 


5 ROOM house and sleeping room 
for rent. 135 W. High Street, 


17. Wanted to Rent 


FARM 200 acres or m ore for cash 
or 
share 
Llo\d 
Swackhammer, 
Route 2. Kingston. 655-2870 


SCHOOL teacher wants to rent a 
3 bedroom home 
A twater School 
D istrict GR 4-7442. 


LARGE FAMILY with good income 
needs country home to rent in Cir­ 
cleville 
area 
by 
Sept. 
8. 
Call 
GR 4-3444 


18. Houses for Sale 


Ed Wallace 
Realty Company 
ED WALLACE 
E. R. “TOM” BENNETT 
—Realtors— 
Mrs. Jeanne Bach . 
James W. Ford 
.. 
Mrs. Tom Bennett 


GR 4-4134 
GR 4-4581 
GR 4-3872 


C ircleville Reaity 


All Types of Real Estate 
Insurance 
Office Phone — GR 4-3795 
Residence — GR 4-5722 
Farms—City Property—Loan* 
152 W Main St 
W. D. HEISKELL & SON 
Re ai Dora 
City and Farm Sales 
and Financing 
IS H W. Mam — Circleville 
GR 4-6137 
Residence — GR 4-7144 
Williamsport — YU 6-2751 


24. Misc. for Sale 


MODERN 3 bedroom 
ranch style 
house 
in 
Williamsport. 
Attached 
garage and fenced-in back verd. 
Call YU 6-3462. 


BY OWNER: Brick double, gas fur­ 
naces. large Jot, uptown location. 
Near school, top condition. This is 
good investment. GR 4-6101. 


BY OWNER: 4 room modern home 
utility room, garage gas. city w at­ 
er. Close up town immediate pos­ 
session. Phone 495-5661, New Hol­ 
land. 


Construction 
Materials 


Concrete Blocks 
Ready Mixed Concrete 
Drain Tile 
Bag Cement and Mortar 
Miami Aluminum Windows 
Truscon Steel W indows 
Basic 


200 E. Corwin 
GR 4-3169 


CORN silage, $6 50 per ton f r o m 
field chopper. $90 per acre, stand­ 
ing corn. Will haul short or long 
distance. Lancaster OL 3-1116, 


NATIVE lumber, will deliver 
Mcv 
Kin ley Hansen. Rockbridge Route 
I. 
night 
phone L a u r e l v i l l e 
DE 2-3111. 
* 


RED LIVING room suite like new 
$125 
bunk 
beds, 
spring m attress 
and chest $27. antique wash stand 
$10, I Tappen gas range $5 . an­ 
tique bed $5. Call GR 4-3466. 


__________________ 
e _____ Buck>’ Walters. With the influx 
that are played each year, and 
J°unSsters and the addition 
of these two men—and also un­ 
der the new managership of Bill 
McKechnie—the Cincinnati club 
\ started to jell. 
In 1939 the team really moved 
and was a great ball club. It 


Cubs, and in June he completed er stages, but nobody was ever 
a deal 
with the 
Phillies for 


certain 
victory 


better than he was in the last 
inning—when he ended the game 
by striking out Ducky Medwick 
and Johnny Mire on six pitched 
baUs. 


Giles and I sat together in the 
uncompleted new section of the 
upper 
grandstand 
of 
Croslev 
wuu 
- 
Field. Our regular seats had 
defeat Tnt© S t u n n in g the 
Cardinals - under "Ray I been usurP^i by fans, and rather 


the num ber a fellow in this busi­ 
ness sees each season, there can 
be many, many thrills. 
Exciting moments Like: 
The day Jerry Kind all hit a 
two-out home run against the 
Yankees two years ago to turn bad a 
*ead< but in Septem ber 


IF CARPETS look dull and drear, 
remove the spots as they appear 
with Blue 
Lustre. 
Rent 
electric 
shampooer, 
$1. 
Bingman 
Drug 
Store. 


Blades—were charging. The cli. 
The seventh game of the 1940:roax^came when the Cards came 
for a four-game 


NECCHI built in autom atic zig zag 
console 
sewing 
machine 
makes 
tangy designs, 
sews 
on 
buttons, 
makes 
buttonholes, 
etc. 
Balance 
only $78 OO. Will discount for cash. 
Prone GR 4-7349. 


REPOSSESSED stereo hi fi console. 
Dual 
channel 
stereo 
separation. 
Beautiful walnut console, full wood 
cabinet 
in 
excellent 
condition. 
Balance only $76 OO. Can be paid 
in payments as low as $5 OO p e r 
month. Call GR 4-7246 


world 
series 
when 
the 
Reds j 
edged Detroit 2 to I; 
The consecutive no-hitters by! 
Johnny Vander Meer: 
I he perfect 
gam e 
turned in 
by 
Don 
Larsen 
in 
the 
World Series. 
While all 
thrills — and there were many j 
other 
gam es 
which 
provided, 
t e n s e , 
moments 


than put somebody out we just 
moved to the new section and 
sat cm the steel base. The new 
seats were not yet installed. 
We squirm ed and suffered cm 
the steel seats, and finally when 
header. The Cardinals won th e I D erringer 
whistled 
the 
last 
both of us 


to Cincinnati 
series. 
The Reds won the opening 
gam e of the Sept. 26 double- 


1956 secon<* gam e. and also trium ph 
ed the following day. The race 
these w ere great I Nvas as tight as a drum , to coin 
a phrase. 
But on the 28th, Paul Derring- 
_________ __ 
exciting, 
m em orable er Pitched and won the gam e; greatest thrill i rve ever experi 
I think my present *bat clinched the pennant. It was enced in sports. 


strike past Mize 
broke into tears! 
It was something I will never 
forget, and I m ust say — as I 
think about it again—it was the 


feeling is that the gam e in Gin- a spectacular contest. D erringer 
cinnau on Sept. 
28. 
1939, 
in was 1104 at bis best until the lat-i 


Maytag 


Sales A Service 


M 
A 
C 
’ S 
113 E. Main St. 


Get your lawn mower ready 
for the season ahead. 
Sharpening and 
Motor Repairing 
KOCHHEISER 
HARDWARE 
113 W. Main Street 


Full Line of 
Samsonite Luggage 
Prices Start et 


$ 1 4 . 9 5 
MASON 
FURNITURE 
121 N Court S t — GR 4-3296 


OHIO STREET — $8500 
If you want lo buy a real nice 
older home be sure to see this 
one. Very nice inside and out. 


JOHN A. EVANS, Realtor 
110 W. Main St. 
(Office in Hamilton Store) 


FAMILIES only. Nicholas Elem en­ 
tary School ajid proposed new high 
school and all you have to do is 
i m ss the 
street. New 3 bedroom 
a 
1 a . _ ~ — J I1 a 
partial split. $800 down. 
Sv I V A S (IM Jarge iots 
immediate possession. 
I 
P h o n e 
GR 4 4570. Chillicothe 


USED 
FURNITURE 


Always a large selection 
of good used furniture. 


Buy where your money 
goes further. 


FORD'S 
New and Used Furniture 
155 W. Main 


772-6656. 


1 9 6 0 
T-Bird 
Pow er Seats 
A utom atic Transm ission 


19. Farms for Sal* 


LIST your farm# with Georg* C. 
Barnes, Realtor. 


L 
. P 
. 


G 
a s 


Cylinder 
and Bulk 
See Us 
Now for a 
Free 
E stim ate 
Fastest 
Service 
Anywhere 
2-Way 
Radio 


Typewriters—Adding 
Machines—Calculators 
Electric 
Manual and 
Portables 


Sales and 
Service 


PAUL A. JOHNSON 
Office Equipment 


26. Wanted to Buy 


WE NEED your old 8 mm 
movie 
projector 
or 
polaroid 
cam era# 
Lp to $((0 trade in allowance on a 
Kodak Chevron Zoom. 8mm men ie 
projector. Rexall Drugs. N. Court 
Street. 


27. Pets 


REGISTERED Poodle puppies, 
ll 
weeks. Phone GR 4-3301 between 
9 and IO p. rn. Price $90 


BOSTON Terrier. Toy Fox Terrier, 
Pug. Poodles. Chihuahua, puppies. 
Laurelville K e n n e l . Laurelville 
Phone DE 2-3934. 


28. Farm Implements 


FOR SALE, Ford tractor and F-10 
F arm all tractor. GR 4-6125 


TWO 1550 bu. Behlen corn 
crib#, 
one 
Minneapolis 
Model 
D 
corn 
sheller. 
One 
70 ft 
Clay 
silage 
auger. Amanda WO 
9-2668 
WO 
9-2662. 


BO. Livestock 


I 9 6 0 


$ 1 5 9 5 . 0 0 F a r r r T R e a i Estate L 
I T 
T 
E 
R 
’ S 


Buick 


REGISTERED 
Hereford 
months old. GR 4-2862. 
bull, 
14 


LeSabre Convertible 
P ow er Steering 
A utom atic T ransm ission 


$ 1 5 9 5 . 0 0 
R - E . F e a t h e r ln g h a m 
— AUCTIONEER — 
- REALTOR — 
AucUon Service — will buy or : I 9 6 0 
R a m b l e r 
I 
I’ltiir km icAUrvU 
I 
•ell your household goods or mig 
cellaneous on a commission. 
Ashville. Ohio - YU 3 3051 


Plumbing — Heating 
Pumps 
Sheet Metal Fabrication 
Haning's Inc. 
158 W. Main 
Phone GR 4 4651 


Barthelmas 
Sheet Metal 
and Plumbing 
R ear—Pickaw ay A Pleasant St 


___________ GR 4 2655 


Janco 
Home Builders and Remodelers 


NEW HOMES 


AU type* of remodeling. W* do 
(he com plete job. 
Fret* E stim ates and Planning 


No Down Paym ent 
5 Years to Pay 
112 W. Main St. 


GR 4-5J54, GR 4-2891 


GEORGE D. SPEAKMAN 


A m erican Wagon 
6 Cylinder 
Standard Transm ission 


$ 6 9 5 . 0 0 


THE 
BUMGARNER 
COMPANY 


Realtor 
121 W. M arket 
W ashington C H. 
Phone 335-4740 


Com er of Corwin and Pickaway 


ENJOY UNLIMITED 
SOFT WATER WITH A 
LINDSAY 
W a te r C onditioner 
Controls Red Water! 


C C P V IfF 0n AU Makes 
J L A V I L L Water Softeners! 
Pickup At Our Store 
or VS e ll Deliver 


31. Poultry and Eggs 


BABY chick# and started chick# 
up to four week# old. Last of the 
season 
special. 
Croman 
Farm s 
Hatchery 
phone 
GR 
4-5422 
or 
GR 4-4800. 


SALI 


which 
the 
Reds clinched the 
pennant by defeating their clos- 
est challenger, 
the St. 
Louis 
Cardinals, gave me the greatest 
lasting thrill. 
It was in my third year in the 
m ajor leagues — having gone 
with W arr en Giles to Cincinnati 
from Rochester in October of 
1936. 
In 1937 the Cincinnati club 
finished 
last 
and 
the 
people 
w eren’t very happy about th e 1 
I “ bushers” from Rochester. In 
1938 the club w'as on the m o\e 
, and finished fourth — only six 
gam es out of the lead. 
It w as for 1938 that Giles m ade 
two of the all-time good trades. I 
During the winter he secured 
Lonnie Frey from the Chicago! 


NOTICE to RIDDERS 
Sealed proposals will be received : 
by the Board of Education, Circle­ 
ville Cit> 
School District, 
at 
the 
oft ire of the Clerk 520 South Court 
Street. Circleville. Ohio, until 12 OO i 
Noon, 
E S T . September 15. 
1964. 
and at that tim e publicly opened ’ 
tor all labor, m aterial, and service# 
necessarv for the completion of 
I 
HIGH STREET 
(ELEMENTARY SCHOOL 
j JOO E ast High Street, 
Circleville. Ohio 
1 and . . . 
j Addition to 
1 MOUND STREET 
j ELEMENTARY SCHOOL 
424 E ast Mound Street 
Circle\ tile, Ohio j 
Ara 
, , 
STREET & UTILITIES 
Circleville High School 
j ail in accordance with Document* 
prepared by KeUam & Foley. Archt- I 
ted s. 
16J1 
West 
F irst 
A venue,' 
Columbus. Ohio, 43212 
Construction Documents for the two I 
j school projects have been prepared > 
in such m anner that bidders may I 
submit a proposal on either proiect I 
or a combination proposal cover- I 
mg both projects. Construction pro­ 
posals will be received on GEN- 
PLUMBING 
HEATING Ac 
VENTILATING, and ELECTRICAL 
work. or any combination thereof , 
Equipment 
proposals 
will 
be 
re­ 
ceived on items of KITCHEN equip- ( 
ment 
as required 
at the Mound 
Street School Addition. 
Street and utility documents have 
been prepared in such m anner that ! 
bidders may subm it a proposal on 
the ST Rf: ET construction work 
«r 
■ on the UTILITIES work or a com- ! 
bination proposal covering ail work 
All Documents are on file for re-! 
view at the office of the Architect 
the office of the Clerk of the Board 
of Education. the Columbus Build- j 
ers Exchange, and 
the 
Columbus 
. Office of F W 
Dodge Cerporation I 
Documents for the personal use of * 
I bidders 
m ay 
be 
obtained 
at 
the ! 
I Architect’* office upon a deposit oft 
$S5 OO for each 
set 
(Construction ! 
Documents) an d o r $10 00 for each ' 
^et (Equipment Documents, 
and-or 
$5(i0 for each set (Street A Utilities 
Documents!. 
Deposit will lie fully refundable to 
bidding prime contractors only f^3 I 
refund 
to 
ail 
others) 
Individual I 
drawings, sheets may tie obtained ; 
at coct bv 
ordering 
direct 
from 
pr. ter 
(Columbus phone number 
228-6775 ( 
No bidder may withdraw- his bid 
for a 
period of thirty (30. days 
(Construction an d o r Street A Utili­ 
ties work. 
or 
sixty 
<60i 
dav# 
(Equipm ent w-ork) alter the open- I 
mg thereof 
Owner reserves rig h t to re je ct any i 
or all bids and to waive informal!- I 
ties 
Board of Education 
C ircle ville C ity School D is tric t ' 
Mary Ellen R ader 
Clerk 
Aug 
18, 25. Sept. I, 8. 


(Next: Marly Karow) 


Daily Television Schedule 


Tuesday 


(C) Denotes Color Telecast 


4:30— (4) Convention 
Preview 
(6) Mickey Mouse Club 
(IO) Convention 
Preview 
5:00— (4) Star Showcase 
(6) Woody W’oodpecker 
(IO) Movie — ‘ God Is 
My Partner” — 1957 
5:30— (6) Sea Hunt — adven­ 
ture 
5:55—(IO) Mr. Ed 
6:0 0 - (4) News, 
W e a t h e r , 
Sports 
(6) News 
6:15— (6) News 
6:25—(IO) Weather 
6:30— (4) Huntley-Brinldey 
(6) Bronco 
(IO) News 
7:00— (4) Jamboree 
(IO) News, Sports 
7:15— (IO) Briscoe-Byers 
7:30- (4) Mr. Novak 
(6) Combat 
(IO) House Divided 
8:00—(IO) High Adventure 
8:30— (4) Citizen 
(6) McHale’s Navy 


9:30—(IO) Dick Van Dyke 
(6) Ben Casey 
10:00— (4) Eleventh Hour 
(6) 77 Sunset Strip 
(IO) Rudy Valley 
11:00— (4) News, W e a t h • r. 
Sports 
C6) News, W e a t h e r , 
Sports 
(IO) News, W e a t h e r , 
Sports 
111:15— (6) Convention 
Preview 
: 11:20—(IO) Movie — “ Pursued” 
— 1947 
11:30— (4) Johnny Carson—C 
(6) Hong Kong 
1:00—(IO) This Is the Life 
1:05— (4) Daily Word 


IN THE COMMON PLEAS COVET 
PICK A WA V COUNTY, OHIO 
Norma Elaine Allison, 
Plaintiff, 
VI 
Dougla* Earl Allison. 
Defendant. 
NO. 23*«7 
PUBLIC NOTICE 
D-x-g’as Ear! Allison, vt ho** ad­ 
dress is 13rd Air B a s * group. A. 
P O. 137. San Francisco. California. 
will take notice that on the 8th day 
or August, 1964 Norma Elaine Alb­ 
ion filed a Petition in the Common 
Pleas Court of Pick** av 
. 
„ 
County, 
®:0®— <«> R.ch.rd Boone Show I S T I* 
(6) Greatest Show 
— C 
(IO) Petticoat Junction 
9:30—(IO) Jack Benny 
10:00— (4) Rise of Khrushchev 
(6) Fugitive 
(IO) K e e f e 
Brasselle 
Show 
11:00— (4) News, 
W e a t h e r , 
Sports 
(6) News, 
W e a t h e r , 
Sports 
(IO) News, 
W e a t h e r , 
Sports 
11:15— (6) Convention Preview 
11:20—(IO) Movie — -B ackfire” 
— 1950 
11:25- (4) Weather 
11:45— (6) Roaring 20s 
11:30— (4) Tonight Show—C 
1:00— (4) News 
1:05— (4) Daily Word 


Wednesday 


<C) Denotes Color Telecast 


yore* on the grounds of grn** ne­ 
glect of duty. Said defendant Is re- 
quired to answer said Petition on or 
before September 22 
1964. 
Norma Elaine Allison, Plaintiff 
Aug. ll. I*, as. Sept. I, 8. IS. 


NOTICE OF HEARING 
FOH PAROLE 
London. Ohio Aug 15 1964 
No U8252 — Albert S, Kirkendall. 
a prisoner non 
confined 
rn 
th* 
L o n d o n 
Correction a1 
Institution 
Iy*id<> 
Ohio, admitted from Picks*. 
WMT County, 
convicted Sept. 
lorn 
the crime of Forgery and sen.mg 
.a sentence of Mo >ears is eligible 
for a hearing before the OHIO PAR- 
; DON AND PAROLE COMMISSION 
on or after October l, 1964 
OHIO PARDON AND 
PAROLE COMMISSION 
By J. E. Griffith 
Parole and Record Clerk 
Aug. 18, 15. 


T R Y T H E S E T E S T E D T I P S .. . 
20. Lots for Sale 


1960 Chevrolet 2-Door 
$895.00 


1960 Buick 2-Door 
$1295.00 


1960 Pontiac 2-Door 
$895.00 


1960 Plym outh 4-Door 
$795.00 


•/It MILE from Circleville, approx* 
im ately I acre, gas available on 
some. W. r. Crist GR 4-3097. 
DOUGHERTY'S 
Waler Conditioning 


KHEN RSH ARE NOT CO-OP* KATI*, 
aw d 
d i s s e r t 
SM ALL MOUTH BASS. I'1 


LSE THE CLASSIFIEDS 
Sales — Rental 
147 W. Mam St. - * Service 
GR 4-2697 


1960 Comet 2 
$850.00 
•Door 


1960 R am b ler 4-Door 
$595.00 


1959 Plym outh 4-Door 
$595.00 


32. Public Sola 


PUBLIIC SALE 


Located 8 miles East of Circleville, 3 miles West of Tarlton, 
on the Shoem aker Road on 
Saturday, Sept. 5th 1964 — I P.M. 


- HOUSEHOLD GOODS — 


AN E&APTY TOBACCO POUCH 
MAKES A GOOD BAIT HOLDER 
TO CARRY WORMS IN IP 
YOU ARE WADING A STREAM. 


l<**WA*A5Pl*Wfc« 
Hackle 
w*T FkV 
<- SHAU Piece p. 
MAHLA* WORM. 
EXCELLENT FOR TROUT. 


4 3ft- (4) Convention 
Preview 
(6) Mickey Mouse Club 
(IO) Convention 
Preview 
5:00— (4) Star Showcase 
(6) Yogi Bear 
(IO) Movie — “C o u n t y 
Fair” — 1950 
5:30— (6) Seven Seas 
5:55—(IO) Rifleman 
6:00— (6) News, 
W e a t h e x. 
Sports 
6:15— (6) News 
6:25—(IO) Weather 
6:30— (4) Huntley-Brinkley 
(6 ) Sugarfoot 
(IO) News 
7:00— (4) Jamboree 
(IO) News 
7 :3 0 - (4) Virginian—C 
(6) Ozzie and Harriett 
(IO) Great Convention* 
8:00— (6) Patty Duke 
8:30— (6) Farm er’s Daughter 
(IO) M-Squad 
9;OO— (4) Convention 
Preview 
(IO) Beverly Hillbillies 


Notice To Print*!* For Bids 
For Printing Ballots 
Nolle* I# hereby given that t h * 
Board 
of 
Elections 
of 
Pickawav 
County. Ohio, 
will 
receive 
sealed 
I bids up to 4:00 o’clock P 
M. 
on 
j Monday, the J4th 
day o4 
August 
1944 at it* office rn Court H o u s e 
Circle vi Ue. Ohio, 
for the printing 
i and furnishing of Ballots according 
I to the specifications on file rn aa id 
office. 
Bids ahoull he eealed and endors­ 
ed 
Bid tor Printing B allou,’’ and 
must be accompanied by a boe# of 
the bidder in a 
turn double the 
amount of the bid. with at least two 
sureties or a surety company, satis- 
factory to 
the 
Board 
conditioned 
upon the faithful 
perform ance 
of 
the contract for such 
printing aa 
m ay be awarded and for the p a v . 
ment a* damages by the bidder to 
the Board of any excess of cent over 
the bid or bids which the Board may 
be obliged to pay for such work bv 
reason of the failure of the bidder 
to complete the contract 
The contract will >*e let to t h r> 
km eat 
responsible bidder in t h e 
County. 
The Board however, reserve* th* 
right to reject any or all bids 
By order of the Board 
Dated this 
17th 
day of 
1964. 
Attest: 
Thelma Trim m er 
Clerk 


August 


Aug. 18 


Board of Elections of 
Pickaway County 
By Milton P. Manson 
Chairman 


USE THE CLASSIFIEDS 


EVER HAPPEN TO YOU? 
By Blok# 


FUNCH HOLES IN 
'POUCH-ATTACH TO BELT. 


1959 Chevrolet 
$793.00 
2-Door 


YATES 
M otor Co. 
UH 4-2136 


combination; 2 love seats,*' tables; m irrors: picture 
fram es; kerosene lam ps; old organ; clocks: pie safe; books; 
coal neater; bedding; antique dishes. Other num erous items. 


TERM S — CASH 
Wayne Morris 


Executor of tile Estate of Ev* Morris, Deceased 


W ilton [* „ !, Auctioneer 
E A Smlth' Atlorn,'y 
Circleville, Ohio 
Phone GR 4 2614 


WHEN YOU ARE WALKING INTO 
BRUSH OR WOODED AREAS WITH 
ROD AND HOOR ATTACHED TO 
LINE, SECURE HOOK WITH 
RUBBER BAND TO ROD HANDLE 
BE SURE POINT OF HOOK IS 
NOT EXPOSED. THIS MAKES 
FOR EASY CARRYING. 
. 


IF LINE IS TWISTED.TAKE OFF 
ALL THE GADGETS.LET LINE 
UNRAVEL BEHIND THE BOAT. 


tn e y have tile m o st m op ern , 
c o m p le te d / e q u ip p e r pu sh -bu tton 
K itchen!—b o t w h e r e p o th e r 


c o o k t h e ir m o s t ex p en siv e s t e a k Z ' 


m r n * saw warier* »m«a> m aw 


Views on 


TV-Radio 


By CYNTHIA LOWRY 
AP Television*Radio Writer 
HOLLYWOOD (AP) — Pret­ 
ty, blonde 
Meredith 
MacRae, 
the 20-year-old daughter of Gor­ 
don and Sheila, is learning the 
acting business in one of televi­ 
sion's most demanding schools, 
the 
ABC 
series 
“ My 
Three 
Sons,” 
Most television s e r i e s are 
filmed program by program, al­ 
though scenes often are shot out 
of sequence to save set-chang­ 
ing time. 
“ My Three Sons’* for four 
years has been filmed in large 
unrelated chunks under a spe­ 
cial arrangement with the star, 
Fred MacMurray, who works on 
the show only for certain con­ 
centrated periods. 
The 
other 
regulars 
— 
the 
three boys who play the sons, 
co-star 
William 
Frawley 
and 
Meredith, who is playing the 
oldest son’s fiancee for a second 
season 
spend the rest of the 
time shooting scenes in which 
McMurray does not appear. 
“ It does make your role a bit 
difficult,” admitted the young 
performer. “ You can’t learn a 
whole show. Sometimes you’ll 
be 
learning 
three 
different 
scenes for three different pro­ 
grams, to be shot in the same 
working period.” 
Since last season, 
Meredith 
has become formally engaged to 
Richard Berger, a young Mid- 
westerner whose career interest 
is business management. As the 
long-playing 
fiancee 
of 
Mike 
Douglas, played by Tim Consi- 
dioe, 
Meredith wears no en­ 
gagement ring because, accord­ 
ing to the story line, he can’t af­ 
ford one. 
Meredith wanted to be a sing­ 
er, but decided while in the Uni­ 
versity of California at Los An­ 
geles to try acting. Before being 
east in the television series, she 
had considerable off again, on- 
agam stage experience, mostly 
with her parents. 


Th e Circle ville He rald , Tu e s. Au g . 18, 196 4 
Circ le v ille . Ohio 
Pro Footba ll 
Is He a de d for 
Bigge s t Boom 


NEW YORK 
(AP) — The 
Washington Redskins, sixth in 
the Eastern division of the Na­ 
tional 
Football 
League 
last 
year, lost their first exhibition 
game this season. The next day 
they sold 1,000 season tickets. 
“ I guess people suddenly real­ 
ized 
the 
football 
season 
is 
here.” a club official said. 
Two years ago the New York 
Jets of the American Football 
League, then known as the Ti 


NFL (West) 
Chicago Bears cut off exhibi­ 
tion sales at 35,000, will sell out 
48.000-seat W’rigley Ficdd every 
week. Also about 10,000 theater 
seats at $5 each. Fans flock to 
motels for television. 
Green Bay Packers have sold 
all tickets for all home games, 
as usual. Detroit Lions should 
top last year’s record 36,409 sea­ 
son tickets and will be sellout or 
nearly so for all home games at 
tans 
had to walk hon« from 
Uo^Thow- 
practice because the fellow who 
drove the team bus hadn’t been 
paid. 
“ This year we have sold 15,- 
000 season tickets.” a team offi 


ing their games in three thea­ 
ters. 
St. Louis Cardinals expect to 
sell record 15,000 season tickets, 
and at least three home sellouts 
cial said. “ We have more mon- 
^ . . . . «„„„u o. j- 
,rw, • 
at 32,500-seat Busch Stadium. 
t. v in tn€ oitnh tnan wc xook in 
ttü * 
nA _ 
flll lauf v*»ar ” 
Minnesota Vikings over 20,000 
• . 
season sales, a record, and ex- 
So goes the pro ftxrtball 
boom, pect two sell outs of 42,000 dur­ 
and an Associated Press survey ing season 
shows that this season will be 


Th e Re su lts 


Dr. Kilda re 


San Francisco 49 ers. off 1,000 


T<Klay*s Baseball 
National League 
W. L. 
Pet. G.B 
Phlla’phia 
... 71 
45 
.612 — 
San Fran. 
... 67 51 
.568 5 
Cincinnati 
.. 64 54 
.542 8 
Pittsburgh 
.. 68 54 
.538 8 1* 
St. Louis 
. . . . 63 55 
.534 9 
Milwaukee 
.. (W 56 
.517 11 
Los Angeles . 58 58 
500 13 
Chicago 
........ 
55 63 
.466 17 
Houston 
........ 
50 
7 0 
.417 23 
New York 
.. . 37 28 
.311 35 
Monday's Results 
New York 5, Pittsburgh 0 
Philadelphia 8. Chicago 1 
St. Louis 3. Hoston 1 
Only gam es scheduled 
Today's Gaines 
Pittsburgh at New York, N 
Chicago at Philadelphia, N 
St. Louis at Houston, N 
Milwaukee at Los Angeles, N 
Cincinnati at San Francisco, N 
Wednesday’s Games 
Pittsburgh at New York 
Chicago at Philadelphia. N 
St. Louis at Houston, N 
Milwaukee at Los Angeles, N 
Cincinnati at San Francisco 
American League 
W. L. 
Pet. G.B. 
Baltimore 
. .. 7 3 45 .619 — 
Chicago 
........ 
72 47 
605 
l\g 
New York 
... 69 47 ,595 
3 
Detroit 
. . . . . 
61 60 
. 504 131 a 
Los Angeles 
. 61 60 
. 504 13!2 
Minnesota 
59 60 
.504 14 »a 
Cleveland 
.. . 54 64 .458 
19 
Boston 
.......... 
54 
65 
.454 19»* 
Washington 
. 
49 73 . 402 
26 
K ansas City 
. 43 7 4 
.368 29 !* 
M onlay’s Results 
Chicago 2, New York 1 
Only game scheduled 
Today’s Games 
New York at Chicago, N 
Minnesota at Washington, N 
Baltimore at Boston, N 
Los Angeles at Detroit, 2, twi 
night 
Kansas City at Cleveland, 2 
twi-rught 
Wednesday's Games 
New York at Chicago, N 
Los Angeles at Detroit, N 
K ansas City at Cleveland, N 
Minnesota at Washington, N 
Baltimore at Boston, N 
Kiwa n is '9' 


Is Ho n o re d 


Browns ' Ne w 


De fe ns e Is 


Showing Life 


HIRAM, Ohio (AP)—A trade 
to 
shore 
up 
the 
Cleveland 
Browns’ defensive backfield may 
not be necessary, judging from 
the way two heretofore lesser 
lights have performed. 
Walter Beach seems to have 
taken the edge over his com­ 
petitors for the right corner, 
vacated by Jim Shofoer s re­ 
tirement. 
Lowell Caykn*, obtained from 
the Chicago Bears in the Rich 
KreitUng deal, has looked cap­ 
able at the atrong side safety 
•pot 
Both Larry Benz and 
Ross 
Fichtner, 
back from last sea­ 
son. can handle the free safety 
job 
The 
only 
problem 
with 
these two and Caylor is their 
proneness to injury. Benz sat 
our Saturday night s game in 
Los Angeles with a sprained 
ankle, Fichtner and Caylor both 
have muscle pulls. 
Bemie Parrish is a fixture at 
the left side. This is the sixth 
ieason for Parrish, who once 
was a third baseman in the Cin­ 
cinnati Reds’ farm system. 
Beach 
started 
against 
San 
Francisco and Los Angeles. Last 
season, he was put on the regu­ 
lar roster for the last three 
games. He played the last half 
against Green Bay in the Play­ 
off Bowl. 


»lre.dv| aL 2 >’°°° t,ckets- are h<> plna fnr 
bolstered by fabulous television 
y^ r on 
f ' 
contracts, undoubtedly will «et ¡ ¿ t i 
expecl 300'0<>0 for 
gate 
records 
almost 
every-\mvm ^ 
I 
where. 
In six NFL cities, every game 
^ > e 
average 30.000-35,- j 
will sell out. Three more will be ^ for home 
at new Shea 
close to capacity every Sunday, j Sta^‘um- Boston Patriots have 
Things are looking up in the oth- J0*000 season sale and had New 
er fjVe 
England record 20,000 for exhi-1 
The AFL has hotbeds of inter- b,tJon * ame- Buffalo expects to| 
The Kiwanis Babe Ruth base- 
est in Buffalo, Boston, Houston aw‘raiie around 31,000 as usual hall team 
was 
honored 
last 
and San Diego, and a new live an^ 
has 
10 000 season ticket night at a banquet 
sponsored 
one in New York. Denver, Oak- sa*e 
Bills drew 13,000 to club by the Circleville Kiwanis Club, 
land and Kansas City are also st’j*immage. 
Joe Winner and Tom Cassill 
promoting their elute vigorous- 
Houston 
has 
12,000 
season were 
named 
‘Most 
Valuable 
ly. 
sales and interest is high. Kan 
Players’ for the year. 
Here 
is 
a 
rundown 
by sas (-ity sales down to 11,000. 
The team members received 
leagues: 
some 5.000 under the league championship medals, awarded 
NFL (East) 
record set last year to get the 
New York Giants stopped sea 
team 
move from Dallas, but 
son ticket sales at 57 ,000, and * Promotioo is vigorous, 
will have usual seven sellouts of 
Denver is off a fraction at 7 ,- 
62,7 00. 
Also will 
show 
home 000 season salt,-s- San Diego has team, 
games 
in three 
theaters 
via a recor<^ 10.300 and should draw 
closed circuit television, Motels a0oui 30,000 each game. Oak- 
bevond television blackout area land ^P 0*“^ b « t prospects in 
thriving 
history. Exhibition drew ll,uoo, 
Philadelphia 
Eagles 
expect UP 
2*°°°- 
48,000 season tickets and seven p i I T T 
C D A T U C o c 
(0 as usual. Bal 
DS" 1 1 A 
D K U , f 1 t R i 
timore has 50.000 seasons tick­ 
ets sold 
and will sellout all 
games at 60.065 seat Memorial 
Stadium. 
Washington Redskins, up 6,000 
season sales to 29.000. expect 
near capacity of 50,000 at all 
games. Cleveland 
Browns ex­ 
pect 30.000 season tickets and 
will be near to 80.000 capacity j 
for all games. Exhibition dou- 
bleheader Sept. 5 is sold out. 
Pittsburgh Steelers play all 
home games in 54,500 seat Pitt 
Stadium for first time, but hope 
for only one sellout. Season tick 
ets at 12.800, up 20 per cent 
Dallas has 7 ,000 sale, up 2,000 
and hopes to draw 50,000 for 
Packers. 
I 


by the Kiwanis Club. The team 
trophy was 
presented 
to 
the 
players by Don Vogelsang, man­ 
ager, and the coaches of the 


Coach Gene Woodling of the 
Baltimore Orioles broke in with 
Mansfield 
in the 
Ohio 
State 
League at age 17 in 1940. 


by SARKEN 


Hunting Lic e ns e s 


Now on Sa le 


The hunting licenses for the 
coming season are now avail­ 
able at all licensing agencies in 
the county it was announced 
today by Robert 
Wolfe, 
Pick­ 
away County license agent. 
The current license expires 
Aug. 
31, 
Wolfe 
pointed 
out 
today. 
The first of the upland game 
species which may be hunted 
•re squirrels. The season opens 
Sept. 11. 


DOTTIE’S BEAUTY SHOP 


/ 
b a c I 
BACK TO-SCHOOL 
In sm art new 
HAIRSTYLES 


SPECIAL PRICE ON 


BACK-TO-SCTIOOL 


PERMANENTS 


Aug. 17 thru Aug. 21 


176 Fairvicw Ave. 
Call GR 4-4298 For Appointment 


KARRAS BACK O N JOB -A le x 
Karras, 
Detroit 
defensive 
tackle, la back on the Lions’ 
roster and in their Bloom­ 
field 
H ills , 
M ich ., 
tra in in g 
camp, a fte r a o n e -ye ar sus­ 
pension by National 
F o o t­ 
ball 
League 
commissioner 
P e te Rozelle, 


PRESCRIPTION SPECIALISTS FOR 


QUALITY DRUGS, Sundrie s , e tc , 


FIRE - - - 


Ca n Th ro w Yo u fo r 


A L o ss! 


Better Cheek Your Fire Insurance 


Coverage Now! 


Hummel & Plum 
Insurance Agency 


116 W. Franklin St. 


JUST YOUR 
SEING NEAR 
ME WAS 
TERRIBLY, 
IMPOR 
TANT, 
BROOK. 


by Ke n Ba ld 


5U PE,SU RE~Jr^ 
BUT WHO 
WORKED LIKE ^ 
A SLAVE 
PAY ANP 
4 N IG H T-yO U /i^ 
NOT MEL UY 


Blondie 
by Chic Y0 UR9 


I REMEMBER P U TTIN G IT 
T IN A PLACE I'D BE. SU R E 
\ 
-TO FIN D /A N D NOW I'VE 
FORGOTTEN 
t h e 
* 


W H A T W A S IT 
YOU LOST.? * 
w OH, D EAR - - 
NOW I'VE EVEN 
• f o r g o t t e n 
W H A T I T W A S 
w . 
I LO S T / 
„ 


w h y 
ARE YOU 
J 
TEARING < 
THE HOUSE 
TO 
PIECES )<T 


I LOST k 
SOMETHING 


Rin Kirbv 
toy r re n tre e 1/ i^ic k e ns on 
HE WON A LOT OF ) 
PRIZES WITH 
THEM. COME, 
- 
I' LL SHOW' /, / 
, 
YOU... 


MOST ARE MINE, 
BUT PETE KEPT 
HIS GREAT DANES 
^ 
HERE IN M Y 
KENNELS. „ 


SEE-BLUE RIBBONS 
AND AWARDS 
OP ALL KINDS. ÆTl 


I 
HM.M, A UNE OF 
( REAL CHAMPIONS. 
Y 
ARE ALL 
> 
OF THESE DOGS 
YOURS, LfL, OR DID 
THEY BELONG TO 
PETE? 
y 


Dona ld Duc k 
by W o lt Dis ne y 


r QUICK ! M V 
LANDING N ET! 


Be e He Ba ile y 
bv M o ri Wa lk e r 


THANKS f o r 
STOPPING 
L 
MV MAT... Ç 
PRIVATE/ 
J) 
DARN 
T M I6 
WIND/ 


Fla .,1 Gordon 


...S O WE’RE 
HEADING FOR A 
SMALL ROUND 
ISLAND NEARBY.' 


...CAN C I HAVE YOU 
YOU 
C 
FIXED ON 
FIND 
C 
AUTOMATIC 
US, 
S ~ n av* 3 a t o r / 
FLASH? Ç STAND 0 Y f 
r f T ? 
WERE . 
ntJL 
c o m in g / 


SHE'S SINKING 
PAST/ 
- 
FLASH'LL 
FIND U5, 
W-WON'T 
HE, RAY? 
SURE, 
M IKE/ 
SURE! 


by Pa ul Robins on 


- I ’M ÔABY-SîTTlNG 
TO NIG HT —THCVfc E 
A S LE E P -** ’BYE NOW 
THAT'S THE DOOCBÊLL- 


DAQN 
THAT 
Q U 6 / 


W H A T IN THE Y HERE'S A 
W O Q LD D ID 
] COUPLE OF . 
t h e c h il d r e n / 
e x t r a 
DO TO YOU // J OOLLAßS 
s— 
— a " F O ß s i r r i N G 


Bric k Brodford 


M r. Abe rna thy 
by Jone s Or Ridge wa y 


WOULD YOU M IN D IF 
WE MOVED OUTDOORS ? 
AH* THIS IS 
MORE LIKE ITf 
WHEW! IT'S 
AWFULLY 
i 
HOT IN 
Ì 
THE 
/ ; 
HOUSE / 
TODAY, V 
MR. 
^ 
ABERNATHY» 


NO TAT 
A ll, v a n 
DABBLER. 


Views on 


TV - Radio 


By CYNTHIA LOWRY 
AP Television-Radio Writer 
HOLLYWOOD (AP) — P re t­ 
ty, 
blonde 
Meredith 
M acRae, 
the 20-year-old daughter of Gor­ 
don and Sheila, is learning the 
acting business in one of televi­ 
sion's most dem anding schools, 
the 
ABC 
series 
“ My 
Three 
Sons.” 
Most television s e r i e s are 
filmed program by program , al­ 
though scenes often are shot out 
of sequence to save set-chang­ 
ing tim e. 
“ My Three Sons” 
for four 
years has been filmed in large 
unrelated chunks under a spe­ 
cial arrangem ent with the star, 
Fred M acM urray, who works on 
the show only for certain con­ 
centrated periods. 
The 
other 
regulars 
— 
the 
three boys who play the sons, 
co-star 
William 
Frawley 
and 
M eredith, who is playing the 
oldest son’s fiancee for a second 
season 
spend the rest of the 
tim e shooting scenes in which 
M cM urray does not appear. 
“ It does m ake your role a bit 
difficult,” adm itted the young 
perform er. “ You can’t learn a 
whole show. Som etim es you’ll 
be 
learning 
three 
different 
scenes for three different pro­ 
gram s, to be shot in the sam e 
working period.” 
Since 
last 
season, 
Meredith 
has become form ally engaged to 
Richard Berger, a young Mid- 
w esterner whose career interest 
is business m anagem ent. As the 
long-playing 
fiancee 
of 
Mike 
Douglas, played by Tim Consi- 
dine, 
M eredith 
wears 
no en­ 
gagem ent ring because, accord­ 
ing to the story line, he can’t af­ 
ford one. 
Meredith wanted to be a sing­ 
er, but decided while in the Uni­ 
versity of California at Los An­ 
geles to try acting. Before being 
cast in the television series, she 
had considerable off again, on- 
again stage experience, mostly 
with her parents. 


The Circleville Herald, Tues. Aug. 18, 1964 
Circleville. Ohio 
Pro Football 
Is Headed for 
Biggest Boom 


NEW YORK 
(AP) 
— The 
Washington Redskins, sixth in 
tile E astern division of the N a­ 
tional 
Football 
League 
last 
year, lost their first exhibition 
gam e this season. The next day 
they sold 1,000 season tickets. 
“ I guess people suddenly real­ 
ized 
the 
football 
season 
is 
here,” a club official said. 
Two years ago the New York 
Jets of tile Am erican Football 
League, then known as the Ti­ 
tans, had to walk home from 
practice because the fellow who 
drove the team bus hadn’t been 
paid. 
“ This year we have sold 15,- 


NFL (W est) 
Chicago Bears cut off exhibi 
tion sales at 35,000, will sell out 
43.000-seat Wrigley Field every 
week. Also about 10,000 theater 
seats at $5 each. Fans flock to 
motels for television. 
Green Bay Packers have sold 
all tickets for all home gam es, 
as usual. Detroit Lions should 
top last y e a r’s record 36,409 sea­ 
son tickets and will be sellout or 
nearly so for all home gam es at 
53.000-seat stadium . Lions show­ 
ing their gam es in three thea­ 
ters. 
St. Louis Cardinals expect to 
sell record 15,000 season tickets, 


The Results 


WO season tickets.” a team otfi- and a, least * ree |l(ira<, seUou,j 
etal su d . ‘We have more mon- „ 
32 500.seat 
Busch stadium 
e> in the bank than we took in Minnesota Vikings over 20,000 
ail last year. 
j season saieSt a record, and ex- 
So goes the pro football boom, p e d two sell outs of 42,000 dur- 
and an Associated Press survey ing season 
shows that this season will be 
San Francisc0 49ers M 1(W0 


at 20,000 tickets, are hoping for 
I good year on the field. Los An- 


seven home gam es. 
AFL 


Today’s Baseball 
National League 
W. L. 
Pct. G.B 
Fhila’phia 
... 71 45 
.612 — 
San Fran. 
... 67 51 
.568 
5 
Cincinnati 
.. 64 54 
.542 
8 
Pittsburgh 
.. 63 54 
.538 
8»a 
St. Louis 
. . . . 63 55 
.534 
9 
Milwaukee 
.. 60 56 
.517 ll 
Los Angeles . 58 58 
500 13 
Chicago 
........ 
55 63 
.466 17 
Houston 
........ 
50 70 
.417 23 
New York 
... 37 28 
.311 35‘a 
Monday’s Results 
New York 5. Pittsburgh 0 
Philadelphia 8. Chicago I 
St. Louis 3. Hoston I 
Only games scheduled 
Today’* Games 
Pittsburgh at New York, N 
Chicago at Philadelphia, N 
St. Louis at Houston, N 
Milwaukee at Los Angeles, N 
Cincinnati at San Francisco, N 
Wednesday’s Games 
Pittsburgh at New York 
Chicago at Philadelphia. N 
St. Louis at Houston, N 
Milwaukee at Los Angeles, N 
Cincinnati at San Francisco 
American League 
W. L. 
Pct. G.B. 
73 45 .619 — 
72 47 
605 
l i a 
69 47 
.595 
3 
61 60 .504 
131 a 
61 
60 
.504 13' 2 
59 60 .504 
1 4 >a 
54 64 . 458 19 
54 65 .454 
19>* 
49 73 . 402 26 
43 74 
. 368 29 >* 
Monlay’s Results 
Chicago 2, New York I 
Only game scheduled 
Today’s Games 
New York at Chicago, N 
Minnesota at Washington, N 
Baltimore at Boston, N 
Los Angeles at Detroit, 2, twi 
night 
Kansas City at Cleveland, 2, 
twi-night 
Wednesday’s Games 
New York at Chicago, N 
Los Angeles at Detroit, N 
Kansas City at Cleveland, N 
Minnesota at Washington, 
Baltimore at Boston. N 


Dr. Kildare 
by Ken Bold 


THING 
LOOK, ANGEL, THE ONLY 
WANT FROM YOU IS YOUR TIME. 
OFF THIS EVENING. NOW YOU 
HURRY— 


Blondie 


Baltimore 
.. 
Chicago 
New York . 
Detroit 
........ 
Los Angeles 
Minnesota .. 
Cleveland 
.. 
Boston 
........ 
W ashington 
Kansas City 


by Chic Young 


I REMEMBER PUNTING IT 
IN A PLACE I'D BE SURE 
J O FIN D,A N D NOW I'VE 
FORGOTTEN 
T H E 
1} p l a c e 


W AS 
LO ST' 


Zfiir 


Rir> Kirby 


N 


the biggest ever. 
The two pro leagues, already 
holster*! by fabulous television j *e, 
'£ * ™ 
for 
contracts, undoubtedly will s e t1 
gate 
records 
alm ost 
every 
where 
In six NFL cities, every gam e! 
bopt“ *° avera8e 30,000-35,■ 
will sell out. Three more will be ^ 
for home «am es at new 
close to capacity every Sundav ; ^ a(iium . Boston Patriots have 
Things are looking up in the oth 
L0 0®0 seaso° sale and had New 
er five 
England record 20,000 for exhi- 
The AFL has hotbeds of inter- blUon *am e- Buffaio 
to 
est in Buffalo. Boston, Houston average around 31,000 as usual 
and San Diego, and a new liv e . an<* 
has 
10,000 
season 
ticket night at a banquet sponsored 
one in New York. Denver. O ak-: sa^®- Bills drew 13,000 to club by the Circleville Kiwanis Club, 
land and Kansas City are also sc™m m age. 
Joe Winner and Tom Cassill 
promoting their clubs vigorous- 
Houston 
has 
12,000 
season were 
nam ed 
‘Most 
Valuable 
Iv 
sales and interest is high. Ran- P layers’ for the year. 
Here 
is 
a 
rundown 
by 
sales down to 11,000, j 
The team m em bers received 


Kiwanis '9 ' 


Is Honored 


The Kiwanis Babe Ruth base­ 
ball team 
was 
honored 
last 


Browns1 New 


Defense Is 


Showing Life 


HIRAM, Ohio (A P)—A trade 
to 
shore 
up 
the 
Cleveland 
Browns’ defensive backfield may 
not be necessary, judging from 
the way two heretofore lesser 
lights have perform ed. 
W alter Beach seem s to have 
taken the edge over his com ­ 
petitors for the right com er, 
vacated by Jim Sbofner s re ­ 
tirem ent. 
Lowell Caylor, obtained from 
the Chicago Bears rn the Rich 
K reitling deal, has looked cap­ 
able at the strong side safety 
spot. 
Both Larry Benz and 
Ross 
Fichtner, 
back from last sea- 
aoo. can handle the free safety 
job. 
The 
only 
problem 
with 
these two and Caylor is their 
proneness to injury. Benz sat 
our Saturday night's gam e in 
Los Angeles with a 
sprained 
ankle. Fichtner and Caylor both 
have muscle pulls. 
Bernie Parrish is a fixture at 
the left side. This is the sixth 
le a son for Parrish, who once 
was a third basem an in the Cin­ 
cinnati Reds’ farm system . 
Beach 
started 
against 
San 
Francisco and Los Angeles. Last 
season, he was put cm the regu­ 
lar roster for tile last three 
gam es. He played the last half 
against Green Bay in the Play­ 
off Bowl. 


leagues: 
NFL (E ast) 
New- York Giants stopped sea­ 
son ticket sales at 57,000, and 
will have usual seven sellouts of 


some 5.000 under the 
league championship medals, 
awarded 
record set last year to get the j by the Kiwanis Club. The team 
team to move from Dallas, but trophy was 
presented 
to 
the 
promotion is vigorous. 
Denver is off a fraction at 7,- 


62,700. 
Also 
will 
show 
home 000 sea so n sa le s S a n D i e ^o h a s t e a m ' 


players by Don Vogelsang, man­ 
ager, and the coaches 
of the 


games 
in 
three 
theaters 
via 
a record 10,300 and should draw 
closed circuit television. Motels 
30,000 each game. Oak- 
Coach Gene W’oodling of the 


BLITZ BROTHERS 


beyond television blackout area 
thriving. 
Philadelphia 
Eagles 
expect UP more than 2J100. 
48.000 season tickets and seven 
sellouts of 61,700, as usual. Bal­ 
timore has 50,000 seasons tick-1 
els sold, and will sellout all 
games at 60.065-seat Memorial 
Stadium. 
Washington Redskins, up 6,000 
season sales to 29,000, expect 
near capacity of 50,000 at all 
games. Cleveland 
Browns ex­ 
pect 30,000 season tickets and 
will be near to 80,000 capacity 
for all gam es. Exhibition dou­ 
bleheader Sept. 5 is sold out. 
i 
Pittsburgh Steelers play all 
home gam es in 54,500-seat Pitt 
Stadium for first time, but hope 
for only one sellout. Season tick­ 
ets at 12.800, up 20 per cent. 
Dallas has 7.000 sale, up 2,000 
and hopes to draw 50,000 for 
Packers. 


land reports best prospects in Baltim ore Orioles broke in with 
history. Exhibition drew 11,000, j Mansfield 
in 
the 
Ohio 
State 
League at age 17 in 1940, 


/ MOST ARE MINE, 
BUT PETE KEPT 
HI5 SPfAT DANES 
HERE IN M r 
KENNELS. 


Igsyjfafgys 
Donald Duck 


by r/entree i f luickensoit 


HMM, A LINE OF 
REAL CHAMPIONS... 


by W alt Disney 


by SARKEN 


Hunting Licenses 


Now on Sale 


The hunting licenses for the 
coming season are now avail­ 
able at all licensing agencies in 
the county it was announced 
today by Robert 
Wolfe, 
Pick­ 
away County license agent. 
The current license expires 
Aug. 
31, 
Wolfe 
pointed 
out 
today. 
The first of the upland game 
species which may be hunted 
are squirrels. The season opens 
Sept. l l . 


Beetle Bailey 
bv M ori W alker 


THANKS FOR 
STOPPING 
MV HAT— 
PRIVATE/ 


Flas.i Gordon 
by Uan barry 


D O T T O BEAUTY SHOP 


BACK-TO-SCHOOL. 
In a m a r! n a * 
HAIR STYLES 


SPECIAL PRICE ON 


BACK-TO-SCHOOL 


PERMANENTS 


Aug. 17 thru Aug. 21 


176 Fairview Ave. 
Call GR 4-4298 For Appointment 


...CAN 
YOU 
FIND 
US, 
FLASH? 


Etta Ken 


- I 'M 5ABY-SITTING 
TO NIG HT —THEY'RE 
A S L E E P — ’BYE NOW, 
THAT'S THE DOORBELL* 


! jS & S g * * 


KARRAS RACK ON JOI— A lex 
Karras, 
D etroit 
defensive 
tackle, is back on the Lions’ 
roster and in their Bloom­ 
field Hills, Mich., training 
camp, after a one-year sus­ 
pension by National 
F o o t­ 
ball 
League 
commissioner 
Pete Roselle. 


p r e s c r i p t i o n s p e c i a l i s t s f o r 


Q U A L I T Y DRUGS , Sundries, etc.& 


by Paul Robinson 


'Si 
HERE'S A 
COUPLE OF y 
EXTRA 
N 
DOLLARS 
POR SITTING 


FIRE - - - 


Can Throw You for 


A Loss! 


Better Check Your Fire Insurance 


Coverage Now! 


Hummel & Plum 
Insurance Agency 


116 W. Franklin St. 


Brick Bradford 
by Paul Norris 


&SltCJ< AMO MCfT TAPS OPP WITH THS 
TIMS-TOP.- - r 


w 
e ' u 
u 
p 
l y 
a 
l o 
n 
g 
THS e a s t COAST AT 
LOW ALTITUDE I 


Mr. Abernathy 
by Jones dr Ridgeway 


IO 
T h e Circleville Herald, Tues. Aug. 18, 1964 
C irclev ille. 
Ohio 


La d y Bird Is on Hand 
For Buffalo Barbecue 


GREEN RIVER, Wyo. (A P)! 
— This railroad and highw ay; 
town of 3.800 served barbecu ed 
bu ffalo for lu nch Monday. The 
F irst Lady of the United S ta te s,! 
Lady Bird Johnson, was there, 
j 
So were more than 4.000 oth-1 
ers, inclu ding a pack of Goid-j 
w ater 
boosters 
who 
had 
as 
mu ch fu n as any Dem ocrat. 
It was the biggest event in 
Green 
River 
and 
Sweetwater 
Cou nty in years. The townspeo-1 
pie made the most of it. 
Mrs Johnson cam e to town to 
wind u p lier fou r-day visit to the 
West 
— 
and 
to dedicate the 
nearby 
Flam ing 
Gorge 
Lak e 
and recreation area. E arlier in 
the 
day. 
she 
had dedicated 
Flam ing Gorge Dam in Utah. 
j 
Wyoming, with most of the lak e 
inside its bou ndaries, req u ested 
eq u al tim e. 
The 
tree-lined 
cou rthou se 
sq u are was jam m ed. 
A 
high 
school band played. Grou ps of 
pre-teen 
girls 
sq u ealed. 
“ Hi. 
Lady 
B ird.” 
The 
President’s 
wife called back , “ Hi, you -all.” 


Nearly every store in town 
closed. 
Half 
the 
homes 
dis­ 
played 
American 
flags 
on 
porches or lawns. 
The holiday atm osphere was 
replete 
with 
speeches, 
too. 
There were U.S. senators from 
Utah and Wyoming. Secretary 
of the Interior Stew art L. Udall 
and the beam ing Mrs. Johnson 
to mak e them . 
Shoshone 
and 
A rapahoe 
In­ 
dians danced in the streets. 
And there was the barbecu e 
pit. On a spit roasted 
a 600- 
pou nd bu ffalo. 
It took ll bu ffalo to feed the 
hu ngry. 
Most of the diners, inclu ding 
Mrs. Johnson, preferred to tak e 
from the other IO bu ffalo pre­ 
pared as “ bu ffalo tips a la bou r- 
gigcmne ’’ The dish is sau teed 
m eat, onions, d ive oil, tom ato 
pu ree, chick en broth, spices and 
bu rgu ndy. 
Mrs. Johnson called it “ fan­ 
tastic. Really deliciou s. A taste 
treat, lik e tender beef, well sea- 
seasoned.” 


23 Va % 


18 V* % 
19% 


THE DINNER TABLE la getting easier to fill, according to thl 
chart from Agricu ltu re Departm ent figu res on the per cen. 
or disposable income consu mers spend for food. 


Alabama Man Falls from Tree, 
Now Acts More His Age ( 113) 


ATMORE, Ala. (A P) - Will 
Adam s plans to live to be 120 
years old. 
The spry 
old 
ex-slave 
ju st 
might mak e it—if his k infolk s 
can k eep him 
from 
climbing 
trees. He will be 114 years old 


Rural-Urban Luncheon Due 
Sept. 17 at Fairgrounds 


Refusal To Pay Fines 
May Keep Crow in Jail 


COLUMBUS, Ohio AP) — J. 
H arvey 
Crow, 
disbarred 
U r­ 
bana attorney whose case has 
been in and ou t of the cou rts 
for a nu m u er of years, cou ld 
rem ain an inm ate of tne F rank ­ 
lin cou nty aau u ntil rru d-janu -j 
ary I9tk >, u nless he pays fines 
totaling Sloop tor contem pt of 
cou rt. 
Crow, 60, refu ses to pay the, 
fines, and Prosecu ting Attorney 
Earl W. A lison says he does 
not k now if Crow has the money 
for toe fine. Allison adds tnat 
the form er attorney is aaa rn ant 
in his ret u s a1 to pay. 
If he insists on serving ou t 
the fine at 53 per nay behind 
bars, ne will serve 500 days. He 
has already served 30 days, the 


Delegates Attend 
C o u n t . I Cessions 
The 6th annu al cou ncil of the 
Sou th Central D istrict and 
tne 
8th 
biennial 
cou ncil 
of 
the 
Chu rcnes oi Christ m Christian 
Union wiii contmu e tnrou gn S at­ 
u rday 
at 
the 
ML 
of 
Praise 
Cam pgrou nd: 
E l e c t e d delegates attend­ 
ing from the local cnu rch are 
Mrs. McClellan Clark , Mrs. M a­ 
rie 
Mu maw 
and 
Mrs. 
Grace 
Moats. A lternates are Mrs. Rob­ 
e rt Doidson and Mrs. William 
Smith. 


.sentence handed him along with 
the fine for three contempt con­ 
victions. 
Crow has a writ of habeas 
corpu s pending before the U.S. 
District Cou rt here. 
The controversial ex-attorney 
was given the sentence and fine 
last November by the Ohio Su ­ 
prem e 
Cou rt 
ak er 
the 
Ohio 
State Bar Association charged 
that he continu ed to practice 
law after d isbarm ent 
Crow first was disbarred in 
1935 and reinstated in 1950, Six 
years l a t e r , 
the 
Champaign 
Cou nty 
Common 
Pleas 
Cou rt 
disbarred him and an appellate 
cou rt u pheld the action. 
The stiff sentence and fine 
were handed down after Crow 
allegedly failed to comply with 
cou rt orders of May 6 and 22, 
1963. 
Technically, he was accu sed 
of u nau thorized practice of law 
since he was disbarred at the 
tim e he allegedly handled a Un- 
on Cou nty case. 
After serving IO days earlier 
this year, Crow was granted a 
stay of execu tion on his sen­ 
tence 
while 
he 
reargu ed 
his 
case. 
However, the Ohio Su ­ 
prem e Cou rt rejected his plea 
and ordered him retu rned to 
jail to fu lfill his sentence. 


The 
Ru ral-Urban 
Lu ncheon, 
sponsored annu ally by the Pick ­ 
away Cou nty 
F a r m 
Bu reau 
Women’s 
Committee, 
will 
be 
condu cted 
at 
the 
Fairgrou nds 
4 H and Grange Bu ilding sta rt­ 
ing 11:30 a. rn. Sept. 17. 
Details were ou tlined when 


the com m ittee met yesterday 
for its Au gu st meeting. Each 
year the local Farm Bu reau 
women hold the lu ncheon as 
a means of giving berth ru ral 
and u rban segments a better 
u nderstanding of their 
liveli­ 
hoods. 


Renewal Levy 


For Westfall 


Due on Ballot 


Thu rsday and people that age (for the W.T. Smith Lu m ber Co.! what Adams attribu tes for his 
ju st aren t su pposed to be ou t at Chapman, Ala. Previou sly he longevity. He is asleep by 8 p.m . 
on a limb. 
work ed 
for 
the 
Lou isville 
& and awak es at 5 a m. for the 
Actu ally, 
Adams hasn’t been j Nashville 
Railroad, 
where 
he first of his three daily coffee 
q u ite that frisk y since he fell ou t started in 1866 for 25 cents 
a break s. A devou t Methodist, he 
of a pecan tree two years ago, day. Du ring the Civil War, 
he has never indu lged in alcohol or 
according to his dau ghter. Mat- 
drove an ox cart 
as a slave tobacco. 
tie Thomas. 
Adams was born in Virginia 
----------------------- 
She said her father has been 
Au g. 20* *850. He 
was sold to 
an 
M ine Foreman Dies, 
“ acting more his age” since the Alabama plantation owner while _ 
. 
j • 
a 
'A 
incident, becau se it forced him 
a 
Crushed in Accident 
Adams did not m arry u ntil he 
BELLAIRE. 
Ohio 
(AP) 
— 


The Westfall Board of E du ca­ 
tion 
passed a 
resolu tion 
last 
night to place a renew al of a ( 
. 
-------------- 
3.60 mills operating levy on the pahle of 
earlier exploits. 
. . . . 
“ T 
-♦ill 
♦ ________ 


to see a physician for the first 
time. 
Adams still has a great deal 
of vitality. He points ou t that he 
work ed at a sawmill u ntil he 
was 94. Every once in 
a while 
he shu ffles throu gh a dance rou ­ 
tine. 
Withou t dou bt one of the cou n. 
try’s most senior citizens. 
Ad­ 
am s lik es to think he is still ca- 


was 50. He has ou tlived his wife Jam es Nardo of West Bellaire 
by some 20 years. 
was cru shed 
to death beneath 
Three of his six children are sc<ne em pty 
coal cars at North 
still 
living, 
in 
addition 
to 
a American Coal Corp.’s Powhat- 
stepdau ghter, IO grandchildren, an No. I mine at nearby Pow- 
three 
great-grandchild reft 
and hatan 
Point 
Monday. 
Nardo, 
one great-great-grandchild. 
who was in 
his late 40s, was 
“ Good clean liv ing” — T hat’s 
j a section forem an at the mine. 


All Farm Bu reau women are I N ovem ber ballot, 
u rged to bring an u rban or ru ral 
Ju d Lanm an. execu tive head 
friend. The lu ncheon will 
con- 
th0 school district, said the 
E-B-l Meetina , , 
27 
sist of nu merou s covered dirties income provided by the 
l e v y 
brou ght by ru ral ladies. 
"ill he needed for general op* 
Set Thursday 
At Du Pont 


Richard 
W. 
Sk inner, 
f o o d crating expenses 
merchandising 
specialist, 
is 
1° other action by the board, 
schedu led as gu est speak er. His I*611 Angles was employed as, 
talk will concern 
the 
field 
of cu stodian at the new high school 
Ex- Solon 
food m erchandising — inclu ding bu ilding. 
some 
money 
saving 
tips 
for 
The school bu s insu rance pro- 
Additional planning for t he hom em ak ers. 
gram was aw arded to Ed Ir- 
Edu cation - Bu siness - Indu stry 
Miss Marav Clark , comm ittee 
vvin of Ashville. 
Day 
in this comm u nity 
will be chairm an, annou nced 
that 
Dr 


I can still beat any man in 
the state in a river iog-rolling 
contest,” he says. 
His dau ghter adds in a whis- 
per that he actu ally hasn’t been 
swimming since he was 94. 
At that tim e he was work ing 


Is Accused 
In Shooting Affair 
CLEVELAND (AP) — Jam es 


Williams was freed on $2,000 
bond Monday after being charg­ 
ed in the shooting early Su n­ 
day morning of 18 - year-old 
Frederick Jones. The you th is 
reported in satisfactory condi 


A. W illiams, form er city cou ncil- 
, 
, 
* 
------- .- — 
---------*— — 
ma* w i.i 
The board decided to u se the man, was schedu led to appear 
ne agenda when Area Cham- 
Otis Maxfield, 
senior m inister 
services 
of an 
indu strial 
ap- in 
mu nicipal 
cou rt 
today 
to 
Der of t om m e r c e commit- 
of First Commu nity Chu rch 
in praisal company to establish an answer charges of shooting with 
tee m em bers and program pa r-, Colu mbu s, 
will 
be 
the 
main insu rance program for all 
the intent to wou nd. 
,J,Pant-S meet Thu rsday. 
speak er 
at 
the 
annu al 
Ohio bu ildings in the district. 
The session will be held at the Farm Bu reau Federation W orn-1 
----------------------------- 
Du Font plant. Alden D. Bray, en’s Rally of the Sou theast Re- M u 
s i c i a n 
A u 
t ho r 
8 6 
chairm an of the C ham ber com- gu m. This event will be held at 
™ , ' 
m ittee in charge, said the meet- the Old High School in Lanca<- *s 
K ille d in 
M .s ha p 
mg will start at 7:30 p. rn. 
ter Sept. 28 from IO a. rn. to 
COLUMBUS, Ohio (A P )-B e n 


rese^tsSCt h ? ^ n H nh Dayf rep* 3 p m„ 
, , 
lamin F - stu ber. a mu sic in- j lion in Mt. Sinai Hospital with 
* 
phase of the; 
Dr. Maxfield will 
speak 
on stru ctor. philosophical 
w r i t e r a gu nshot wou nd of the hip WU-1 
FfW nt-n 
r» USin?K®/ Indu ,r-V * 
“ W omen’s 
R o l e 
in Centu ry 
and natu re 
lover who 
Uved ham s, a Dem ocratic leader in 
du cted la" t 
" aS ° ° n' 
TVu my0 -nf 
her e’ 15 dead—victim (rf inju ries j ward 25, argu ed with Jones for 
Teacher*. , nfi 
^ hv i 
tr i * 
Colu mbu s 
m inister is su ffered 
when 
he 
apparently allegedly 
s I a p p i n g W illiams’ 
Visiting a r e a bu rin I 
h k 
; f a *!or of one of the 
largest 
in- stepped into the path 
of a car niece. The ex-cou ncilman 
said 
trv was featu red on B I F D a^' ^ rd f no™ n^ lu nal 
chu rches 
in on 
U.S. 
33 
Monday 
and 
w as he fired a gu n once into 
the: 
The E B I event will rent 
1 
♦ 
* Z 
M ates- He is a grad- stru ck He was 86. 
grou nd to scare Jones after the 
bu siness men m ak ing v ir ttlL n . E 
T U University u her«' 
B e f o r e retirem ent 
Stu ber you th allegedly attack ed him. 
to schools^ 
8 vlsltabons he received his doctor’s degree tau ght 
m u sic 
in 
m any 
O 
h i o 
-------------------------- 
in p a s t o r a l psychology and 
com m u nities 
inclu ding 
Miami J T e e n - A n e 
B ov* 
" 
bachelor of .sacred theology 
Cou nty, W arren and Ak ron. He u 
u 
. 
T. 
' 
' 
Y esterday’s meeting wa:* con- ■ was work ing on the third volu me 
for Robbery 
elu ded with a discu ssion of the of a philosophical book he be-j 
NEWARK. 
Ohio 
(A P)—Two 
1964 Annu al Meeting which will gan in 1937 called “ Walk s and teen aged 
Newark 
boys 
have 
Berger 


Hospital News 


be held in Circleville on Oct. 31. 
j T alk s.” 


Two Persons Given 


Emergency Treatment 
Jam es Brown, IO, son of Mr. i 
and Mrs. Robert Brown, Rou te 
2, 
Lau relville, received emer* i 
gency aid rn 
B erger 
Hospital 
yesterday after he lacerated a 
finger of his left hand while slic­ 
ing a tomato. 
Also treated was W. H. Evans, 
59, 
W. High St., 
who pu nc­ 
tu red a finger of his right hand 
on a splinter while work ing at I 
the Pick aw ay Grain Co. 
Both were released following 
treatm ent. 


.sij 


86 58 
rn 60 
8 4 54 
81 
5 7 
85 58 
79 
58 
SI 
5 8 
7 1 
4(9 
.01 


The Weather 


Elsewhere 


By 
THE 
ASSOCIATED 
P R E SS 
High Lo w Pr, 
A lbuquerque. cle*ur 
91 
7 1 
Atla nta , clo udy ......... flu 
68 
B ism a rck , clo udy 
. . 9 3 
5 5 
B o ise, clea r ............. 101 
SI 
Bo sto n, clo udy ........... 6 8 
5 9 
.ti 
B uffa lo , 
clo udy . . . . 
7 5 56 
C hica go , 
clea r ......... 8 8 
6 3 
C incinna ti, clea r 
. . . 
8 6 sa 
Akro n, 
fo g 
SI 5ft 
Co lum bus, 
clo udy 
D a y to n, clo udy 
To ledo , 
ra in 
C lev ela nd, clea r .. 
D en v er, clea r . . . . 
D es 
M o ines, clea r 
D etro it clea r ......... 
F a irba nks, 
clo u d y 
_ 
„ 
Fo rt Wo rth, clo udy . 8 4 7 4 
.38 
H elena , 
clea r 
......... 
90 6 1 
H o no lulu, 
clea r 
. 
8 8 7 6 
India na po lis, clea r 
. 
8 6 6 1 
J a ck so n v ille, 
clo udy 
94 7 8 
.t i 
J unea u, clo udy ......... 
*2 4 6 
K a nsa s City , clea r . 
SI 6 5 .. 
L o s A n geles, 
clo udy 
8 4 6 7 
. . 
L o u isv ille, clo udy .. 
8 8 6 7 
,, 
M em phis, 
clea r 
. . . 
8 0 6 3 
, , 
M ia m i, clea r ............. 8 9 6 3 
M ilw a ukee, clo udy 
. 
8 1 60 
Mph..-St P., clo udy 
8 6 6 0 
N ew O rlea ns, clo udy 
90 7 3 
,0ft 
N ew Yo rk, clo udy ,. 
8 3 8 4 
Okla . City , clo udy . . 8 8 6 7 
.06 
O m a ha , 
clea r 
. . . . 
7 2 5 5 .19 
P hila delphia , 
clo udy 
SO 6 3 
P ho enix , clea r 
. . . 
102 7 7 
P ittsb u rgh , clo udy 
, 
7 9 6 0 
Ptlnd. M e., clo udy 
P tlnd 
O re., clo udy 
R a pid City , clea r .. 
R ichm o nd, clo udy . 
St. Lo uis, clo udy ,. 
Sa lt Lk. City , clea r 
Sa n D iego , clo udy , 
San F ra n ., clea r . . . 6 2 
S ea ttle, 
rain 
............. 
7 3 
5 8 
T a m pa , clea r ............. 9 0 7 9 
W a shingto n, 
clo udy 
8 4 6 6 
W innipeg, 
clea r 
7 0 4 6 
IM— M issing: 
T—-Tra ce) 


7 3 
M 
7 9 
5 9 
98 
5 9 
8 0 
6 3 
91 
6 7 
91 
6 3 
7 8 rn 
5ft 
T 
35 


ADMISSIONS 
William D. Gibson Jr., 327^ 
W’att Si., su rgical 
Mrs. H arry M. 
Waites, 375 
Fairview Ave., medical 
Donna Jean Lemon, dau ghter 
of Mr. and Mrs. Jack E. Lemon, 
Ashville, m edical 
Mrs. G erald T. Goode, Rou te j 
4, medical 
Marvin E. Thompson, 
Rou te 
4, tonsillectomy 
Su san J. Walland, dau ghter (rf 
Mr. and Mrs. Darley 
L. 
W’in- 
land. Rou te I, Lau relville, ton­ 
sillectomy 
Vick i L. and Lu cinda A. Bond, 
dau ghters of Mr. and Mrs. Dan­ 
iel L. Bond, 230 Town St., ton I 
sillectomies 
DISMISSALS 
Roy M. Anderson, W illiams­ 
port 
Robert L. Paxton Jr., Rou te I 
Pam ela J. Stu rgeil, 375 Su n- 
nyview Drive 
Vick ie 
L. 
Adams, 
535 
E. 
Frank lin St. 
Mrs. Clyde C. Cook , 1455 N. I 
Cou rt St. 
Mrs. Clark M. M au ghmer, 220 
E. Frank lin St. 
Mrs. 
David L. 
Greeno and 
son, Rou te 2 
Mrs. Leona B. Uhl, 370 Wal- j 
nu t St. 
George 
Ru ssell, R o u 
t e 
I, 
Stou tsville 


New Citizens 


- 
■ ■-lim si * 


* rn 


V* \ f ■*’ 


T i " 
■it 
* 


been charged with strong-arm ­ 
ed robbery wa the holdu p of an 
elderly Granville m an of most 
of his life savings. 
Sheriff s depu ties said Rich­ 
ard Dis bennets 17, and Robert 
Fairbu rn, 18. su rrendered at the 
sheriffs office Monday. 
The you ths had been sou ght 
since Jam es Frank lin Esto, 77, 
was robbed (rf nearly $1,800 on 
his way home from work S atu r­ 
day night. 
Depu ties 
said 
the 
you ths had abou t $1,780 on them 
w hen they s u rre nd e re d 


A tt FOLIA DEMOCRATS— This La abou t two miles of th* 
eight-rnlie Boardwalk rn Atlantic City, N. J., where the 
Democratic National Convention tak es u p Au g. 24. 


• . a t 


HEBEL H U N T E R S— A Kant&ngese gendarme and his u nit of 
tribesm en arm ed with bow* and arrow s tak e a break in 
Bau dou inville, Congo, du ring a hu nt for Gaston Sou maliot 
and his Com m u nist-back ed rebels. 
(Ra cLto p ho to J 


MASTER POLING 
Mr. and Mrs. Delbert L. Pol- 
A 
ing, 209 Hu ston St., are the par I 
entx of a 7-pou nd 13‘a-ou nce son 
born 6:25 a. rn. today in Berger 
Hospital. 


•US 
Iv 
*» 


F I N E S T . F A S T E S T 


GOLDWATER 
MAN — Sam 
Claiborne (above) of La Fol­ 
lette, Term., is sou thern re­ 
gional 
director 
for 
’■'-irry 
Coldwater'* presidential cam ­ 
paign. Claiborne has charge 
of 
campaign 
activities 
in 
Tenm----.ee, Kentu ck y, North 
Carolina, 
Sou th 
Carolina, 
Florida, 
Georgia, 
Alabama 
and Va grnia. 


OHIO CASH GRAIN 
COLUMBUS, Ohio (A P )-O hio 
Dept, (rf Agri cash grain pric e s:. 
No 2 red wheat u nchanged to 
I higher 1.28-1 33, mostly 1.29 
1.32; N 2 yeollw corn 
mostly 
u nchanged 1.14 - 1.20 per bu . 
m ostly 1.14-118; or 1.63 1.70 per 
IOO lbs, mostly 1.63-1.68; No 2 
oats mostly u nchanged 55 - 65, 
mostly 60 65; 
No I 
soybeans 
mostly 4 5 higher 2.32-2.50, most- 
j 
ly 2.43-2.45, 
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Special Wednesday Only 


BANANA 
Q 
c 
SP LIT S............ M m * 
Joe’s Frosty Treat 


8 4 4 N. Co urt St. — GR 4 -35 8 5 


First Fro zen Dessert Sto re lo Circlev ille 


. , fro m tfc i Ii 5 5. Prepare new lo c 
U.S. Civ il Serv ice jab o penings during th* 
ne11 12 mo nths. Go v ernment po sitio ns 
per up to $5 /30 a y ear to start, o tter tar 
greater security than priv ate emplo y 
went, and ex cellent o ppo rtunity (o r ad­ 
v ancement, 


Ti get o ne et these jo bs, y o u must pass 
a test, linco ln Serv ice helps tho usands 
prepare to y these tests ev ery y ear. It is 
o ne o f the o ldest and largest priv ately 
o wned scho o ls o f its kind and is Mil co n­ 
nected with the Go v ernment 


few f Bf I mfo rmatio o o n Go v ernment 
fo bs and salaries, MI o ut co upo n and 
ma* TODAY! 


TBH mrOtMATION MAU COUPON 


| LINCOLN i t It VICC, IHC. I H -p u 
4 ->U 
| Z211 Bro adway , fefcm, I l l i n oi s 
■ flea ta send mo ) k it list of U S Govern- 
I mo m po sitio ns and salaries, and to H 
omens r n hoer to auetity. 
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GOLDWATER 
MAN — Sam 
Claiborne (above) of La Fol­ 
lette, Tenn., is southern re­ 
gional 
director 
for 
’'a rry 
C oldw ater^ presidential cam­ 
paign. Claiborne has charge 
of 
campaign 
activities 
in 
Tennessee, Kentucky, N orth 
Carolina, 
South 
Carolina, 
Florida, 
Georgia, 
Alabama 
and Virginia. 


OHIO CASH GRAIN 
COLUMBUS, Ohio (A P )-O h io 
Dept, of Agri. cash gram prices: 
No 2 red wheat unchanged to 
I higher 1.28-1 33, mostly 1.29- 
1.32; N 2 yeollw corn 
mostly 
unchanged 1.14 . 1.20 per bu, 
mostly 1.14-1.18; or 1.63-1.70 per 
IOO lbs, mostly 1.63-1.68; No 2 
oats mostly unchanged 55 - 65, 
mostly 60-65; 
No I 
soybeans 
mostly 4-5 higher 2.32-2.50, m ost­ 
ly 2.43-2.45. 


USE THE CLASSIFIEDS 


Special Wednesday Only 


BANANA 
SPLITS . . . . . . 
Joe’s Frosty Treat 


844 N. Court St. — GR 4-3585 
First Frozen Dessert Store in Circleville 


. . from » f« IS SS. Prepare m w tor 
U.S. Civil Service job openings during the 
next 12 months. Government positions 
per up to $5230 e year to start, otter tar 
(feater security than private em ploy­ 
ment, and excellent opportunity (or a d ­ 
vancem ent 


Ta get one of these jobs, you m ust pass 
a test. Lincoln Service helps thousands 
prepare tor these tests every year. It is 
one of the oldest and largest prrvately 
owned schools of its Kind and a not con­ 
nected with Ute Governm ent 


Per FREE mfoimelton en Government 
fobs and salaries, Mi out coupon and 
mad T O O A r! 


FRIS INFORMATION MAIL COUPON 


| L IN C O L N S E R V IC E , IN C . D e p t - 4 j0 
| 2211 tru a d w a y , Pafcin, I ti m oi* 
■ 
I Piaasa sand ma i R IF list of U .S . Savant- | 
• alant posit tons and salinas, 
J octads aa how lo quality. 
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Lady Bird Is on Hand 


For Buffalo Barbecue 


ON INSURED 
BANK DEPOSITS 


RETROACTIVE TO JULY 1,1964 
THE 
SAVINGS 
BANK 


Member FDIC 


23 Va % 
Alabama Man Falls from Tree, 
Now Acts More His Age (113) 


The Weather 


Elsewhere 


REBEL H U N T E R S — A Kantangese gendarme and his unit of 
tribesm en arm ed with bows and arrows take a break in 
Baudouinville, Congo, during a hunt for Gaston Soumaliot 
and his Communist-backed rebels, 
(Radiophoto) 


GREEN RIVER. W'yo. (AP) I 
— This railroad and highway 
town of 3,800 served barbecued 
buffalo for lunch Monday. The 
First Lady of the United States, 
Lady Bird Johnson, was there. 
I 
So were more than 4,000 o th -! 
ers, including a pack of Gold- i 
w ater 
boosters 
who 
had 
as 
much fun as any Democrat. 
It was the biggest event in 
Green 
River 
and 
Sweetwater 
County in years. The townspeo­ 
ple made the most of it. 
Mrs Johnson cam e to town to 
wind up her four-day visit to the 
West 
— and to dedicate the 
nearby 
Flam ing 
Gorge 
Lake 
and recreation area. E arlier in 
the 
day, 
she 
had dedicated 
Flam ing Gorge Dam in U tah., 
Wyoming, with most of the lake 
inside its boundaries, requested 
equal tim e. 
The 
tree-lined 
courthouse 
square was jam m ed. 
A high 
school band played. Groups of 
pre-teen girls 
squealed. 
“Hi, 
Lady 
B ird.” 
The 
President’s 
wife called back, “ Hi, you-all.” I 


Nearly every store in town 
closed. 
Half 
the 
homes 
dis­ 
played 
Am erican 
flags 
on 
porches a r lawns. 
The holiday atmosphere was 
replete 
with 
speeches, 
too. 
There were U.S. senators from 
Utah and Wyoming, Secretary 
of the Interior Stew art L. Udall 
and the beam ing Mrs. Johnson 
to make them. 
Shoshone 
and 
Arapahoe 
In­ 
dians danced in the streets. 
And there w-as the barbecue 
pit. On a spit roasted a 600- 
pound buffalo. 
It took ll buffalo to feed the 
hungry. 
Most of the diners, including 
Mrs. Johnson, preferred to take 
from the other IO buffalo pre­ 
pared as “ buffalo tips a la bour- 
gigonne.” The dish is sauteed 
meat, onions, olive ail, tomato 
puree, chicken broth, spices and 
burgundy. 
Mrs. Johnson called it “fan­ 
tastic. Really delicious. A taste 
treat, like tender beef, well sea- 
seasoned.” 


THE DINNER TABLE is getting easier to fill, according to thi 
chart from Agriculture Department figures on the per cen; 
of disposable Income consumers spend for food. 


ATMORE, Ala. (AP) - Will 
Adams plans to live to be 120 
years old. 
The spry 
old 
ex-slave 
just 
m ight make it—if his kinfolks 
can keep him 
from 
climbing 
trees. He will be 114 years old 


Rural-Urban Luncheon Due 


Sept. 17 at Fairgrounds 


The 
Rural-Urban 
Luncheon, 
sponsored annually by the Pick­ 
away County 
F a r m 
Bureau 
Women’s 
Committee, 
will 
be 
•conducted at 
the 
Fairgrounds 
4-H and Grange Building sta rt­ 
ing 11:30 a. rn. Sept. 17. 
Details were outlined when 


Refusal To Pay Fines 
May Keep Crow in Jail 


COLUMBUS, Ohio AP) — J. 
Harvey 
Crow, 
disbarred 
U r­ 
bana attorney whose case has 
been in and out of the courts 
for a num oer of years, could 
rem ain an inm ate of me F rank­ 
lin county ja il until nud-janu-j 
ary 19tK>, unless he pays fines 
totaling $lo00 for contem pt of 
court. 
Crow, 60, refuses to pay th e , 
fines, and Prosecuting Attorney 
Earl W. Allison says he does 
not know if Crow' Has the money 
for the fine. Allison adds m at 
the form er attorney is adam ant 
in his refusal to pay. 
If he insists on serving out 
the fine at *3 per hay oehind 
bars, ne will serve 500 days. He 
has already served 30 days, me : 


Delegates Attend 
Counc.l Sessions 
The 6m annual council of the 
South Central D istrict and 
me 
8th 
biennial 
council 
of 
me 
Churcnes oi Christ m Christian 
Union will continue tnrougn Sat- 
urday 
at the 
Mt. 
of 
Praise 
Cam pground: 
E l e c t e d delegates attend­ 
ing from me local church 
are 
Mrs. McClellan Clark, Mrs. M a­ 
n e 
Mum aw 
and Mrs. 
Grace 
Moats. Alternates are Mrs. Hob- i 
ert Doihson and Mrs. William 
Smith. 


sentence handed him along with 
the fine for three contempt con­ 
victions. 
Crow has a writ of habeas 
corpus pending before the U.S. 
District Court here. 
The controversial ex-attorney 
was given the sentence and fine 
last November by the Ohio Su­ 
preme 
Court 
after 
the 
Ohio 
State Bar Association charged 
that he continued to practice 
law after disbarment. 
Crow first was disbarred in 
1935 and reinstated in 1950. Six 
years l a t e r , 
the 
Champaign 
County 
Common 
Pleas 
Court 
disbarred him and an appellate 
court upheld the action. 
The stiff sentence and fine 
were handed down after Crow 
allegedly failed to comply with 
court orders of May 6 and 22, 
1963. 
Technically, he was accused 
of unauthorized practice af law 
since he w-as disbarred at the 
time he allegedly handled a Un- 
on County case. 
After serving IO days earlier 
this year, Crow was granted a 
stay of execution on his sen­ 
tence while 
he 
reargued 
his 
case. However, the Ohio Su­ 
preme Court rejected his plea 
and ordered him returned to 
jail to fulfill his sentence. 


Two Persons Given 
Emergency Treatment 
James Brown, IO , son of Mr. t 
and Mrs. Robert Brown, Route 
2, Laurelville, received emer­ 
gency aid in 
Berger 
Hospital 
yesterday after he lacerated a 
finger of his left hand while slic­ 
ing a tomato. 
Also treated was W\ H. Evans, 
59, 
Wr. High St., 
who punc­ 
tured a finger of his right hand 
on a splinter while working at 
the Pickaway Grain Co. 
Both were released following 
treatment. 


Bv THE ASSOCIATED PRESS 
High Low Pr. 
Albuquerque, clear 
91 71 
AUanta, cloudy ........ SU 61 
Bismarck, cloudy .. 93 55 
Boise, clear ............ 101 61 
Boston, cloudy .......... 68 59 .61 
Buffalo, cloudy . . . . 75 56 .87 
Chicago, clear ........ 88 63 
T 
Cincinnati, clear .. . 86 63 
Akron, 
fog 
SI 55 
Columbus, 
cloudy 
86 58 
Dayton, cloudy 
86 60 
Toledo, rain 
84 54 
Cleveland, clear . . . . 81 57 .SB 
Denver, clear .......... 85 56 
Des Moines, clear . 79 56 
Detroit clear ............ SI 
58 .OI 
Fairbanks, cloudy . 71 
49 
Fort Worth, cloudy . 84 74 .SB 
Helena, clear .......... 90 61 
Honolulu, clear 
. . . . 88 76 
Indianapolis, clear . 86 61 
Jacksonville, 
cloudy 94 76 .01 
Juneau, cloudy ........ 62 46 
Kansas City, clear . 81 65 
.. 
Los Angeles, cloudy 84 67 
Louisville, cloudy .. 88 67 
.. 
Memphis, clear 
... 
80 63 
.. 
Miami, clear ............ 88 63 
Milwaukee, cloudy . 81 
60 
Mph*.-St P., cloudy 
86 60 
New Orleans, cloudy 90 72 .05 
New York, cloudy .. 83 64 
Okla. City, cloudy .. 86 67 .08 
Omaha, clear 
........ 72 55 .19 
Philadelphia, 
cloudy 80 63 
Phoenix, clear ........ 102 77 
Pittsburgh, cloudy . 79 60 
Ptlnd, Me,, cloudy . 72 M 
M 
Ptlnd, Ore., cloudy . 79 59 
Rapid City, clear ... Sd 59 
Richmond, cloudy .. 80 63 
.. 
St. Louis, cloudy ... 91 67 
Salt Lk. City, clear 
91 
63 
.. 
San Diego, cloudy .. 78 68 
San Fran., clear ... 62 55 
Seattle, rain ........... 73 58 
T 
Tampa, clear 
.......... 90 79 .35 
Washington, 
cloudy 
84 66 .. 
Winnipeg, clear 
70 46 
(M— Missing; 
T—Trace) 


E-B-l Meeting 


Set Thursday 


At Du Pont 


Additional planning for t h e 
Education - Business - Industry 
Day in this community will be 
on the agenda when Area Cham­ 
ber of C o m m e r c e commit­ 
tee members and program par­ 
ticipants meet Thursday. 
The session will be held at the 
Du Pont plant. Alden D. Bray, 
chairman of the Chamber com­ 
mittee in charge, said the meet­ 
ing will start at 7:30 p. rn. 
The scheduled E-B-I Day rep­ 
resents the second phase of the 
successful Business - Indutry - 
Education Day that was con­ 
ducted last March. 
Teachers and school officials 
visiting area business and indus­ 
try was featured on B I E Day. 
The E-B-I event will center on 
business men making visitations 
to schools. 


Berger 
Hospital News 


ADMISSIONS 
William D. Gibson Jr., 327V£ 
W’att St., surgical 
Mrs. 
Harry 
M. Waites, 375 
Fairview Ave., medical 
Donna Jean Lemon, daughter 
of Mr. and Mrs. Jack E. Lemon, 
Ashville, medical 
Mrs. Gerald T. Goode, Route 
4, medical 
Marvin E. Thompson, 
Route 
4, tonsillectomy 
Susan J. Winland. daughter of 
Mr. and Mrs. Darley L. 
WTin- 
land, Route I, Laurelville, ton­ 
sillectomy 
Vicki L. and Lucinda A. Bond, 
daughters of Mr. and Mrs. Dan­ 
iel L. Bond, 230 Town St., ton­ 
sillectomies 
DISMISSALS 
Roy M. Anderson, Williams­ 
port 
Robert L. Paxton Jr., Route I 
Pamela J. Sturgell, 375 Sun- 
nyview Drive 
Vickie 
L. 
Adams, 
535 
E. 
Franklin St. 
Mrs. Clyde C. Cook, 1455 N. 
Court St. 
Mrs, Clark M. Maughmer, 220 
E. Franklin St. 
Mrs. 
David L. Greeno and 
son, Route 2 
Mrs. Leona B. Uhl, 370 Wal­ 
nut St. 
George 
Russell, 
R o u t e I, 
Stoutsville 


New Citizens 


MASTER POLING 
Mr. and Mrs. Delbert L. Pol­ 
ing, 209 Huston St., are the p ar­ 
ents of a 7-pound 13'si-ounce son 
born 6:25 a. rn. today in Berger 
Hospital. 


the committee met yesterday 
for its August meeting. Each 
year the local Farm Bureau 
women hold the luncheon as 
a means of giving both rural 
and urban segments a better 
understanding of their 
liveli­ 
hoods. 
All Farm Bureau women are 
urged to bring an urban or rural 
friend. The luncheon will 
con­ 
sist of num erous covered dishes 
brought by rural ladies. 
Richard 
W. 
Skinner, 
f o o d 
m erchandising 
specialist, 
is 
scheduled as guest speaker. His 
talk will concern 
the field 
of 
food merchandising — including 
some 
money 
saving 
tips 
for 
hom em akers. 
Miss M aray Clark, comm ittee 
chairm an, announced that 
Dr. 
Otis Maxfield, 
senior 
m inister 
of First Community Church 
in 
Columbus, 
will 
be 
the 
main 
speaker 
at 
the 
annual 
Ohio 
Farm Bureau Federation Wom­ 
en’s Rally of the Southeast Re­ 
gion. This event will be held at 
the Old High School in Lancas­ 
ter Sept. 28 from IO a. rn. to 
3 p. rn. 
Dr. Maxfield will 
speak 
on 
"W’om en’s 
R o l e 
in 
Century 
Twenty-One.” 
The 
Columbus 
m inister 
is 
pastor of one of the largest in­ 
terdenom inational 
churches 
in 
the United States. He is a grad­ 
uate of Boston University where 
he received his doctor’s degree 
in p a s t o r a l psychology and 
bachelor of sacred theology. 
Y esterday’s meeting was con­ 
cluded with a discussion of the 
1964 Annual Meeting which will 
be held in Circleville on Oct. 31. 


Renewal Levy 


For Westfall 


Due on Ballot 


The Westfall Board of Educa­ 
tion 
passed a 
resolution 
last 
night to place a renew al of a 
3.60 mills Operating levy on the 
Novem ber ballot. 
Jud Lanm an, executive head 
of the school district, said the 
income provided by the l e v y 
will be needed for general op­ 
erating expenses. 
In other action by the board, J 
Ben Angles w as employed as I 
custodian at the new high school j 
building. 
The school bus insurance p ro -1 
gram was awarded to Ed Ir­ 
win of Ashville. 
The board decided to use the 
services of an industrial 
ap­ 
praisal company to establish an 
insurance program for all 
the 
buildings in the district. 


Musician, Author, 86, 
Is Killed in Mishap 
COLUMBUS, Ohio (A P ^ B e n ­ 
jam in F. Stuber, a music in­ 
structor. philosophical w r i t e r 
and nature 
lover 
who 
lived 
here, is dead—victim of injuries 
suffered 
when 
he 
apparently- 
stepped into the path of a car 
on 
U.S. 
33 
Monday and w-as 
struck. He was 86. 
Be f o r e retirem ent S tu b er! 
taught 
music 
in 
many 
O hio1 
comm unities 
including 
Miami; 
County, W arren and Akron. He; 
was working on the third volume 
of a philosophical book he be­ 
gan in 1937 called “ Walks and 
T alks.” 


Thursday and people that age 
just aren’t supposed to be out 
on a limb. 
Actually, Adams hasn’t been, 
quite that frisky since he fell out 
of a pecan tree two years ago, 
according to his daughter, Mat­ 
tie Thomas. 
She said her father has been 
“ acting more his age” since the 
incident, because it forced him 
to see a physician for the first 
time. 
Adams still has a great deal 
of vitality. He points out that he 
worked at a sawmill until he 
was 94. Every once in a while 
he shuffles through a dance rou­ 
tine. 
Without doubt one of the coun­ 
try’s most senior citizens. Ad­ 
ams likes to think be is still ca­ 
pable of his earlier exploits. 
“I can still beat any man in 
the state in a river log-rolling 
contest,” he says. 
His daughter adds in a whis­ 
per that he actually hasn’t been 
swimming since he w-as 94. 
At that time he was working 


Ex-Solon Is Accused 
In Shooting Affoir 
CLEVELAND (AP) — James 
A. Williams, former city council­ 
man, was scheduled to appear 
in 
municipal 
court 
today 
to 
answer charges of shooting with 
intent to wound. 
Williams w-as freed on $2,000 
bond Monday after being charg­ 
ed in the shooting early Sun­ 
day morning of 18 - year-old 
Frederick Jones. The youth is 
reported in satisfactory condi­ 
tion in Mt. Sinai Hospital with 
a gunshot wound of the hip. Wil­ 
liams, a Democratic leader in 
ward 25, argued with Jones for 
allegedly s l a p p i n g Williams’ 
niece. The ex-councilman said 
he fired a gun (Rice into the 
ground to scare Jones after the 
youth allegedly attacked him. 


iiiv *». i , o u ii u i Jjuuiinrr cu. 
at Chapman, Ala. Previously he 
worked 
for 
the 
Louisville 
& 
Nashville 
Railroad, 
where 
he: 
started in 1866 for 25 cents a 
day. During the Civil W ar, he 
drove an ox cart as a slave. 
Adams was born in Virginia 
Aug. 20, 1850. Ile was sold to an 
Alabama plantation owner while 
a baby. 
Adams did not m arry until he; 
was 50. He has outlived his wife 
by some 20 years. 
Three of his six children are i 
still 
living, 
in 
addition 
to 
a 
stepdaughter, IO grandchildren, 
three 
great-grandchildren 
and 
(me great-great-grandchild. 
“ Good clean living” — T hat’s j 


what Adams attributes for his 
longevity. He is asleep by 8 p.m. 
and awakes at 5 a.m. for the 
first of his three daily coffee 
breaks. A devout Methodist, he 
has never indulged in alcohol or 
tobacco. 


Mine Foreman Dies, 
Crushed in Accident 
BELLAIRE, 
Ohio 
(AP) 
— 
Jam es Nardo of West Bellaire 
was crushed to death 
beneath 
some em pty coal cars at North 
American Coal Corp.’s Powhat­ 
an No. I mine at nearby Pow­ 
hatan 
Point 
Monday. 
Nardo, 
wrho was in his late 40s, was 
a section foreman at the mine. 


2 Teen-Age Boys 
Held for Robbery 
NEWARK, 
Ohio 
(A P)—Two 
teenaged 
Newark 
boys 
have 
been charged with strong-arm­ 
ed robbery ii the holdup of an 
elderly Granville man of most 
of his life savings. 
Sheriffs deputies said Rich­ 
ard Disbennett, 17, and Robert 
Fairburn, 18, surrendered at the 
sheriff’s office Monday. 
Hie youths had been sought 
since James Franklin Este, 77, 
was robbed of nearly $1,800 on 
his way home from work Satur­ 
day night. 
Deputies 
said 
the 
youths had about $1,780 on them 
when they surrendered. 


AU FUL LA D E M O C R A T S — This is about two miles ct th* 
eight-mile Boardwalk in Atlantic City, N.J.. where the 
Democratic National Convention takes up Aug. 24. 


